TECHNICAL 
BOOK REVIEW INDEX 


Published monthly, roent July and An, by Special Libraries Association. Entered as second-cla: 


matter September 25, 1940 at the Post O 


tion, 31 


( 

Pittsburgh 13, Pa. 
Libraries Association 

States; $8 elsewhere. 


ce, at Pittsbu 
Compiled and edited in the Technology Department, Carn 
renewals, and orders for back sent to ieee 

st Tenth St., New York 3, N. Y. Price $7.50 a year in the United 


88 

, Pa., under the Act of March 3, 1879. 
e Library of Pittsburgh, 4400 Forbes St. 
numbers shoul ial 


JuLia C. WALLACE, Editor 


Volume 15 


September, 1949 


No. 7 


THE purpose of the Technical Book Review Index is primarily to identify reviews in 
current scientific, technical, and trade journals; secondarily, when feasible, to quote 


from these reviews. 


In the evaluation of scientific and technical books, reviews con- 
stitute the best existing source of information. 


The service of the Technical Book 


Review Index is thus in the field of evaluation, rather than in competition with existing 


publications which announce new and forthcoming books, 


list ks by subjects, or 


supply bibliographic information. Each quotation immediately follows the name of the 


journal from which it is taken. 


Obviously, these brief extracts, detached from the 
context, must not be accepted as conclusive. 
errors, the bibliographic information is as given in the reviews. 


Except for the correction of obvious 
It is, therefore, in 


many cases incomplete and in some cases probably inaccurate. 


Ackerley, R. O. Introduction to the 
science of artificial lighting. 135p. 1948. 
E. & F. N. Spon, London, 12s. 6d. (Spon’s 
architectural and building series.) 

pe review, May 27, 1949, p.917. % 


co) 

“The author... has here set out to explain 
the underlying principles to all those who, like 
the architect, are professionally concerned with 
lighting but whose knowledge of the subject 
must necessarily be severely limited . . . Should 
provide a valuable introduction to lighting for 
many an engineer whose interest in the subject 
is more personal than professional . . . Valuable 
is the really fine collection of plates showing 
examples of good lighting design and demon- 
strating the way in which illuminating engi- 
neering at its best can serve the community 
. . - Can be strongly recommended to all who 
are interested in lighting and who want to learn 
enough of the technical basis to enable them to 
appraise intelligently and with discrimination 
the work of the professional lighting engineer.” 
J. W. T. W. 

Engineering, May 6, 1949, p.432. %4 col. 

“This little book, which can be easily read 
by the layman, is designed and illustrated to 
help all those concerned with lighting problems 
to understand the various factors contributing 
towards their solution, and to appraise the 
value of specialist advice . . . Though not 
written for the specialist, the book will be a 
useful guide to those concerned with lighting 
schemes in new buildings, or who wish to im- 
prove the lighting in old establishments. An 
index is given and the paragraphs are numbered 
for easy reference.” 

Light and lighting, May 1949, p.131. 1% col. 
including another review. 

“Intended primarily for the architect or con- 
sulting engineer who wishes to be informed of 
the recent important developments in the tech- 
nique of artificial lighting, so as to be able to 
offer sound guidance to his clients and to appre- 
ciate the specialised contribution which a light- 
ing engineer can make ... Not a book on 
science, but rather on principles of design 


which have developed from practical experi- 
ence. The author may be congratulated on the 
way in which he has contrived to embody the 
essentials of good lighting practice in a book 
of modest proportions and there is little doubt 
that this manual will find its way to many 
bookshelves other than those of the architec- 
tural profession.” 


Alexander, A. E., & Johnson, P. Colloid 
science. 2v. v.1, 554p.; v.2, 555-837p. 1949. 
Oxford, New York, $15. 

Chemical and engineering news, July 18, 
1949, p.2097. % col. 

“ ‘Written to meet the need for a modern 
treatment of colloidal systems which would be 
intermediate between the elementary or purely 
descriptive on the one hand, and, on the other, 
the specialized treatments in monographs and 
articles on recent advances’... A good book, 
the best of its kind in English . .. It has no 
author index.” Harry B. Weiser. 


Alexander, Ralph S. and others. Mar- 
keting. Revised edition. 840p. 1949. Ginn, 
Boston, $5.75. 

Journal of business education, March 1949, 
p.47. % col. 

“A rather complete revision of the 1940 text. 
There are chapters on the service of marketing; 
the types of business establishments which do 
the work of marketing; problems of marketing 
management; planning for marketing activities; 
and, most interesting, a final section on con- 
sumer stake in the marketing system.” 


Amis, Edward S. Kinetics of chemical 
change in solution. 3382p. 1949. Macmillan, 
New York, $5. 

American scientist, April 1949, p.298. 11 1. 

“A thorough, clear and readable text, from 
the first chapter dealing with ‘concepts of the 
order of reactions, the determination of the 
order of reactions, some of the complexities 
which arise, and the basic equation of Arrhen- 
ius.’ Topics such as ‘Semiempirical calculation 
and activation energies,’ ‘Reaction rates and the 
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solvent’ and 
sidered.” 

Chemical and engineering news, May 23, 1949, 
p.1546. % col. 

“An authoritative book which will be of 
great value to all students and research workers 
in kinetics. The step-by-step, critical presenta- 
tion of phenomena and theories fundamental 
to a thorough understanding of solution kinetics 
is especially noteworthy . .. The publishers are 
also to be commended for a good job... The 
numerous mathematical and chemical equations 
are properly presented, with but very few in- 
accuracies.” Maurice L. Huggins. 

School science and mathematics, June 1949, 
p.510. 12 1. 

“Gives the student a thorough training in 
the subject of rate processes in solution... 
Although . . . designed as a text, it would con- 
stitute a worthwhile addition to the bookshelf 
of any chemist interested in the kinetics of 
chemical changes . . . A thorough and compre- 
hensive book but lucid and readable.” Kenneth 
E. Anderson. 


Andronow, A. A., & Chaikin, C. E. 
Theory of oscillations; edited by Solomon 
Lefschetz. 358p. 1949. Princeton Univ. 
Press, Princeton, N. J., $6. 

Journal of the Franklin Institute, Aug. 1949, 
p.183. % p. 

“The translators and editor have produced 
an excellent readable book; their efforts should 
not go unnoticed by the mathematicians, re- 
search engineers and scientists working with 
oscillatory phenomena, who should find this 
book extremely profitable and pleasant. read- 
ing.” S. Charp. 

Science, July 29, 1949, p.129. % col. 

“The original version . . . was published in 
Russian in 1937, and parts of it were included 
in Minorsky’s Introduction to non-linear me- 
chanics, first published in the David Taylor 
Model Basin Reports during the war.” Mary L. 
Cartwright. 

Attwood, Stephen S. Electric and mag- 
netic fields. Ed.3. 475p. 1949. Wiley, New 
York, $5.50. 

Electrical digest, May 1949, p.53. %& col. 

“Written to provide a smooth transition from 
the study of mathematics, mechanics, and 
physics to advanced, professional-level electrical 
engineering . . . Offers (1) fundamental field 
theory in simple mathematical terms; (2) prac- 
tice in expressing simple physical ideas in 
simple mathematical language; (3) practice in 
the methods of ‘field mapping’ that increases 
the number of problems which can be treated 
quantitatively, and (4) a large number of draw- 
ings that give the correct shapes to the lines of 
flux and the equipotential surfaces.” 

Journal of the Franklin Institute, Aug. 1949, 
p.185. % p. 

“Written to facilitate the coordination of 
underclass work in mathematics, mechanics and 
physics with the professional work in the last 
two years of the undergraduate course. The 
author ... has prepared this text from mate- 
rial presented in a course in electricity and 
magnetism at the University of Michigan.” D. 
W. Jensen. 


Avigdor, Albert, comp. Reference book 
of pharmaceutical registration and label 
requirements in Latin America. 1948. 
James A. Marshall, Ltd., 47 W. 56th St., 
New York. 


‘Homogeneous catalysis’ are con- 
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Journal of the American Pharmaceutical As- 
sociation, scientific edition, April. 1949, p.234. 
% col. 

“Gives, in outline form, the registration and 
label requirements for pharmaceuticals in each 
of the Latin American countries. The arrange- 
ment is alphabetical by country ... Since the 
author ... was for many years in charge of the 
registration and label department of a large 
international drug firm, the information can 
be assumed to be accurate. Certainly it is use- 
ful information for those exporting drugs to our 
southern neighbors.” 


Bailey, Virginia Long, & Bailey, H. E. 
Woody plants of the western national 
parks. 274p. 1949. Univ. of Notre Dame 
Press, Notre Dame, Ind., $4. (American 
midland naturalist series, monograph 


no.4.) 

Nature magazine, June-July 1949, p.251. 4 
col. 
“A guide to the identification of more than 
560 woody plants found over an area of rough- 
ly 11,600 square miles of our western parks. 
These plants are found from a few hundred 
feet above sea level to 14,500 feet, thus cover- 
ing a wide range of plant zones. An identifica- 
tion guide is supplied, followed by discussion 
and figuring of the plants discussed.” 


Barth, Lester George. Embryology. 
8330p. 1949. Dryden, New York, $5. 

Science, July 29, 1949, p.127. 1% col. 

“A college-level text in which development 
is analyzed as well as described ... Also deals 
with fertilization, regeneration, growth, sex dif- 
ferentiation, and embryonic physiology ... An 
analytical approach is adopted wherever the 
material allows it, the tone throughout being 
critical and inquiring. The style, moreover, is 
clear and terse. It will be a poor student in- 
deed who is not stimulated by the whole pres- 
entation . . . A most valuable contribution to 
the teaching of embryology. No other text 
comes close to it in laying before the under- 
graduate student the living, growing body of 
knowledge that is embryology.” Florence Moog. 

Beebe, William. High jungle. 3879p. 
1949. Duell, New York, $4.50. 

Natural history, June 1949, p.244, 246. % 
col. 

“An account of observations in the field, the 
mental impressions they invoke, and the philo- 
sophical asides in which the author may dis- 
course on a surprisingly wide range of topics 
. . . Based upon field work in Venezuela, mostly 
during residence at Rancho Grande, and covers 
a period including parts of 1945, 1946, and 
1948. As always, William Beebe plans his work 
well, is accompanied by a competent staff, and 
brings back masses of material . . . Well illus- 
trated with excellent halftones.” H. EH. Anthony. 


Bethers, Ray. Magic of oil. 47p. 1949. 
Aladdin, New York, $2. 

National petroleum news, May 11, 1949, p.47. 
% col. 

“A book on the history and scope of the oil 
industry, written for children of junior high 
school age . . . Amply illustrated.” 


Bjerrum, Niels. Inorganic chemistry; 
translated by R. P. Bell. Ed.2. 3831p. 1948. 
Heinemann, London, 10s. 6d. 


South African industrial chemist, April 1949, 
p.79. % col. 
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“Constitutes a modern approach to the study 
of inorganic chemistry and can be recommended 
to all students studying chemistry at South 
African universities. The subject matter has 
been developed under the general headings ‘in- 
troduction,’ ‘atomic theory,’ ‘the non-metals,’ 
‘the light metals’ and ‘the heavy metals’... 
If this work is considered lacking in anything 
apart from a more comprehensive treatment and 
addition of detail in systematic inorganic chem- 
istry it is, perhaps, a lack of historical develop- 
ment of chemical facts and concepts . . . Writ- 
ten in good English, well printed and... is 
reasonably priced.” K. A. M. 


Boltz, Cecil L. Electricity. 312p. 1949. 
Harrap, London, 8s. 6d. 

Electrician, April 29, 1949, p.1317. % col. 

“This interesting volume covers in easily as- 
similated form a general review of electricity 
ranging from electrostatics to electronics. Some 
historical matter is introduced, but in the main 
the emphasis . .. is on exposition, which is 
particularly lucid, the reader being led by easy 
stages through the generation of power to pres- 
ent-day applications of that power.” 


Braverman, J. B. S. Citrus products; 
chemical composition and chemical tech- 
nology. 440p. 1949. Interscience Publish- 
ers, New York, $9. 

Chemical and engineering news, Aug. 1, 1949, 
p.2225. % col. 

“The only current book in English covering 
this field . . . Well written and easy to read 

. Will be found particularly valuable by 
students and research workers in the field of 
citrus products and to a limited extent by com- 
mercial plant operators. Liberal use of refer- 
ences has been made.” M. K. Veldhuis. 

Refrigerating engineering, June 1949, p.567, 
616. % col. 

“Brings developments in citrus cultivation, 
chemical technology, and preservation methods 
up to date ... The author is Director of Re- 
search, Central Citrus Products Research Lab- 
oratory, Rehovoth, Israel, and has 25 years’ 
factory experience in the utilization of citrus 
for its by-products.” 


Brown, H. P., and others. Textbook of 
wood technology. Revised edition of 
“Commercial timbers of the United 
States”. v.1. 652p. 1949. McGraw, New 
York, $6. 

Journal of forestry, May 1949, p.412. 2 col. 

“Some of the text material has been rewritten 
and rearranged, and a number of additions in 
text and illustrations have been made. The 
authors have converted to the International 
Code of Nomenclature replacing the American 
Code employed in the former edition . . . Com- 
bines within one cover a great deal of valuable 
information to the student of wood technology, 
and it is an excellent reference on the subject 
of wood structure and the identification of 
native commercial species, either by gross or 
minute features. The additions and revisions 
have greatly increased the usability of the book 
as a text and it will certainly find favor among 
wood technologists and those interested in the 
‘why’s’ of wood performance.” 0. Harry Schrad- 
er, jr. 


Brown, John Stafford. Ore genesis; a 
metallurgical interpretation. 204p. 1948. 
Hopewell Press, Hopewell, N. J., $3.50. 


1949 123 


Engineering and mining journal, June 1949, 
p.92. 1 col. 

“The author presents a cogent challenge 
which will be met and result in a better over- 
all understanding of ore genesis. For present- 
ing this challenge, in addition to formulating 
the interpretation itself, the author is to be 
bighly commended.” Frederick H. Main. 

Mining engineering, June 1949, section 41, 
p.39. % col. 

“A refreshing book. In compact, well or- 
ganized form the author presents a working 
hypothesis ‘that ores are vaporized, chiefly as 
simple mineral substances from horizons deep 
within the earth’s crust at which they had 
collected by various processes during the fusion 
of the encompassing rock materials’ ... Dr. 
Brown is to be congratulated for a stimulating 
book in a field that has become stuffy and dogma 
ridden, and the St. Joseph Lead Co. is com- 
mended for its liberal policy.” W. H. Newhouse. 


Burk, R. E., & Grummitt, Oliver, ed. 
High molecular weight organic com- 
pounds. 324p. 1949. Interscience Publish- 
ers, New York, $5.50. (Frontiers in chem- 
istry, v.6.) 

Chemical and engineering news, July 18, 1949, 
p.2097. 1% col. 

“Each chapter is a discussion of the present 
status and recent developments in a specialized 
field of high polymer chemistry in which the 
author is a recognized authority ... Well 
written and the subject matter is well pre- 
sented ... Valuable to those engaged in polymer 
research and may be read with profit by others 
who wish to keep abreast of newer chemical 
developments . . . Not recommended as a text- 
book in polymer chemistry.” W. 0. Kenyon. 

Cameron, Edward A., & Browne, E. T. 
College algebra. 406p. 1949. Holt, New 
York, $3. 

School science and mathematics, June 1949, 
p.509. % p. 

“Another college algebra text covering ma- 
terial which is somewhat traditional; it does 
not seem to be outstandingly bad nor do there 
seem to be any features which would make it 
outstandingly good. The text is worthy of con- 
sideration when a new adoption is contem- 


plated. In general the supply of problems is 
ample.” Cecil B. Read. 


Carter, Herbert E., ed. Biochemical 


preparations. v.1. 76p. 1949. Wiley, New 
York, $2.50. 

Cereal chemistry, May 1949, p.265. % p. 

“It is the aim of the editorial and the ad-. 
visory boards to cover those compounds which 
are not offered commercially but which can be 
prepared from available starting materials. In 
general, isolation methods will be emphasized, 
but if certain useful compounds can be obtained 
by synthesis, the latter will be used. It is 
also planned to include techniques of general 
application . . . The contributors have made 
their directions for the preparations very spe- 
cific and the procedures have been checked in an 
independent laboratory. The 16 procedures de- 
scribe the preparation of 19 compounds.” W. M. 
Sandstrom. 


Chu, H. F. How to know the immature 
insects. 2384p. 1949. Wm. C. Brown Co., 
Dubuque, Iowa, $3. (Picture-key series.) 


on magazine, June-July 1949, p.255. % 
col. 
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“The author has . . . brought between covers 
an illustrated key for identifying the orders and 
families of many of the immature insects. He 
has also supplied suggestions for collecting, 
rearing and studying these. Although the in- 
formation contained in this book is scattered 
through other entomological texts, it is here 
gathered in a manner that can properly be de- 
scribed as unique.” 

Copeman, William S. C. Treatment of 
rheumatism in general practice. Ed.4. 
258p. Williams & Wilkins, Baltimore, $4. 

Drug & cosmetic industry, May 1949, p.628. 
% col. 

“An endeavor to fill a gap which appears to 
exist in the literature of the rheumatic dis- 
eases . . . Probably the first [work] ... to be 
written by a general physician who had en- 
deavored to survey the whole field impartially 
and to concentrate upon practical therapeutic 
methods which are available for the general 
practitioner.” 

Corcoran, George F. Basic electrical 
engineering for students of electrical en- 
gineering. 449p. 1949. Wiley, New York, 
$4.50. 

Electrical south, May 1949, p.71. %4 col. 

“The feature most outstanding in this book 
is the simple and direct method by which mag- 
netic field concepts are handled. The author 
has maintained throughout the book a level 
suitable even for beginners . . . Arrangement 
of subject matter is . .. planned to suit the 
beginner . . . There is a wide range of prob- 
lems with each chapter, and the entire text is 
well-illustrated.” 

Cotton, Harry. Basic technical elec- 
tricity. 238p. 1949. Cleaver-Hume, London, 
8s. 6d. (Cleaver-Hume electrical series, 
no.1.) 

Electrical review, May 27, 1949, p.917. % 


col. 

“This is a very readable and admirably illus- 
trated book on the elementary theory of elec- 
tricity and magnetism intended for those with 
no previous knowledge of the subject. It covers 
simple d. c. theory, the chemical and heating 
effects of a current, electro-magnetism, electro- 
magnetic induction and electrostatics, together 
with two short chapters on measurements and 
units. The mathematics is very simple... 
The author might well have been a little more 
rigorous in dealing with fundamental ideas.” 
G. W. 8. 

Electrician, May 13, 1949, p.1511. % col. 

“The . . . book is, in part, adapted from 
Professor Cotton’s text-book ‘Principles of Blec- 
tricity’ and, as would be expected from an 
author of note, is extremely readable. At the 
end of the book is a set of very elementary 
questions, covering each of the fifteen chapters, 
with answers to the numerical questions .. . 
The general impression gained from the book is 
that it should be useful to the reader approach- 
ing the subject of direct current electricity for 
the first time.” 


Coxeter, H. S. M. Regular polytopes. 
8321p. 1949. Pitman, New York, $10. 

Mathematical reviews, April 1949, p.261. % 
col. 

“The study of the regular polyhedra, which 
was the culmination of Euclid’s Elements, is 
continued here and extended to include the 
analogous shapes in four and more dimensions.” 
J. H. Roberts. 
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Dack, Gail M. Food poisoning. Revised 
edition. 184p. 1949. Univ. of Chicago 
Press, Chicago, $3.75. 

Food industries, June 1949, p.173. % col. 

“Advances through research in the chemical 
nature and purification of Botulinus toxins and 
on the factors affecting the protection of de- 
hydrated meat from botulin are examples of 
the topics reported. Staphylococcus food poi- 
soning in military areas, also led to further 
studies, using bacteriophage typing of Staphy- 
lococcus strains isolated from food and from 
possible carriers. In the field of salmonellosis, 
a significant percent of egg powders was found 
to contain one or more types of Salmonella.” 

Forecast for home economists, June 1949, 
p.43. %4 col. 

“The author . .. has revised this valuable 
text-book, including data learned through World 
War II experiences. He has compiled author- 
tative facts which were previously issued only 
in medical and public health literature. In 
nine chapters the various types of food poison- 
ing are discussed, the different bacteria identi- 
fied, and their role [sic] clarified. In the last 
chapter the infections to be differentiated from 
food poisoning are described.” 


De Carle, D. See Pellaton, J. C. 


Delmonte, John. Plastics in engineer- 
ing. Ed.3. 656p. 1949. Penton Pub. Co., 
Cleveland, $10. 
ca engineering, June 1949, p.567. 

col. 

“Gives the answer to today’s plastics prob- 
lems. Technical information on the various 
types and forms of plastics and the most 
economical and effective methods of fabrication 
are presented by the author . . . Discusses up- 
to-the-minute facts about the many new plastics 
available: how strong they are, for what uses 
they are best fitted, how plastic parts should 
be designed, how they are molded, extruded, 
laminated, and cast, and how to machine 
plastics.” 


De Paula, F. R. M. Developments in 
accounting. 271p. 1948. Pitman, London, 
21s. net. 

New York certified public accountant, June 
1949, p.400. % col. 

“A collection of papers written during the 
last quarter of a century by one who has had 
experience in accounting as a student, practi- 
tioner, teacher and financial executive and has 
achieved a deservedly high reputation in Eng- 
land. The papers were designed for audiences 
at different levels from students’ societies to a 
governmental commission on the amendment of 
the Companies Act.” George O. May. 


Dietz, Albert G. H., ed. Engineering 
laminates. 797p. 1949. Wiley, New York, 


$10. 

Chemical and engineering news, Aug. 1, 1949, 
p.2224, % col. , 

“The 22 chapters were written by 24 authors, 
all of them well known in their respective fields. 
The editor has done an excellent job in welding 
these separate contributions into a unified pres- 
entation with the main emphasis on the en- 
gineering properties of the materials ... Re- 
plete with illustrations, graphs, and tables of 
data which effectively supplement the detailed 
information given in the text. The editor and 
publishers are to be complimented on their 
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pioneering effort in this branch of engineering.” 
Gordon M. Kline. 
—- news-record, June 9, 1949, p.80. 


“Drepertion of materials formed by bonding 
two or more laminates of the same or different 
substances are discussed in twenty-two chapters 
in this book, each written by an authority on 
the subject.” 

Materials & methods, June 1949, p.150. 4 
col. 

“Laminates of engineering significance are 
discussed in this book which contains informa- 
tion of interest to those concerned with the 
design, manufacture, and use of structural ma- 
terials. The mechanics of laminate materials 
from basic properties through physical and 
chemical properties, to industrial uses, is ex- 
plained.” 


Drake, Rollen H. Aircraft electrical 
systems, hydraulic systems, and instru- 
ments. 3983p. 1949. Macmillan, New York, 
$5.60. 


American aviation, May 1, 1949, p.58. 12 1. 

“With its scope limited to three subjects, the 
book is able to cover each a little more thor- 
oughly than books devoted to the whole field of 
aircraft mechanics . . . Uses a sizeable portion 
of manufacturers’ photographs and drawings in 
describing the individual units and systems in 
a manner suited to training of mechanics and 
pilots.” 


Fabricant, Noah D. Headaches; what 
causes them—how to get relief. 147p. 
1949. Farrar, Straus, New York, $2.50. 

Drug topics, June 6, 1949, p.46. % col. 

“Attempts to describe, in simple colloquial 
language, what causes headaches and how they 
should be treated . . . Does not make an effort 
to supplement professional advice, but tries to 
help the reader recognize the symptoms of his 
headache, at the same time urging him to see 
his doctor for immediate relief . . . The chap- 
ters are brief: but there is adequate informa- 
tion on the various types of headaches .. . 
Will be helpful as a guide to the pharmacist, 
since his business brings him into contact with 
all kinds of headache sufferers. Of special 
value are the many references to drugs and 
medicines which are prescribed for headaches.” 


Fiero, George W. Condensed review of 
pharmacy; specially adapted to college of 
pharmacy graduates. Ed.6, revised and 
enlarged. 121p. 1949. Wiley, New York, 


Canadian pharmaceutical journal, 
1949, p.475. % col. 

“The sixth edition of ‘this condensed com- 
pend of the drugs, chemicals, and preparations 
of the United States Pharmacopoeia, Thirteenth 
Revision, and the National Formulary, BHighth 
Hdition’ differs essentially from the fifth edi- 
tion only in that it has been rewritten to con- 
form with the English titles of these author- 
ities. The author lists two objectives for his 
book; (a) to aid the student reviewing his 
college work prior to taking examinations, (b) 
to serve as a reading reference of the official 
drugs and preparations for the pharmacist, 
physician or nurse. The second of these aims 
is splendidly achieved, but it is the opinion of 
the reviewer that the author falls short of the 
first objective. The amount of condensation 
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necessary to make the book a ready reference 
makes it almost impossible that it should serve 
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as a useful text in preparing for examinations.” 


G. R. Paterson, 
Francis, F. J. Fundamentals of dis- 


charge tube circuits. 134p. 1948. Methuen, 
London, 6s. 6d. (Methuen’s monographs 
on physical subjects.) 

Light and lighting, May 1949, p.131. 1% col. 
including another review. 

“Based on a course of lectures given to 
people concerned with the applications of dis- 
charge lamps and makes a full survey of the 
subject in terms which are readily understood 
by anyone with knowledge of some aspect of 
engineering . . . The treatment is surprisingly 
comprehensive for so small a book. Discharge 
lamps are so common nowadays that any light- 
ing engineer is likely to meet application prob- 
lems which are beyond the scope of published 
descriptions of the usual circuits and this book 
may be confidently recommended to lighting 
engineers wishing to be able to answer such 
problems.” 


Frankl, Lee. Small house carpentry. 
100p. 1948. Prentice-Hall, New York, 
$2.95 (Schools, $2.20). 

Constructor, May 1949, p.75. % col. 

“The ‘Industry Engineered House’ is the 
basis of .. . [this] book . . . Describes and 
illustrates the simpler aspects of framing, 
sheathing and insulating a small frame house. 
Instead of the usual general treatment of small 
house framing, it deals with the specific prob- 
lems encountered in building one particular 
type of house. General information about 
other types of construction is included but it 
is subordinated to the job of building the spe- 
cific house. Although the illustrations and 
plans shown . . . are for a relatively small and 
simple dwelling, the principles of design in- 
volved are adaptable to houses of larger di- 
mensions and an increased number of rooms.” 

Frazee, Irvin, and others. Automotive 
fundamentals. 538p. 1949. American Tech- 
nical Soc., Chicago, $4.90. 

Machine and tool blue book, May 1949, p.285. 
1% col. 

“Should prove invaluable to one of the largest 
segments of machinists, the automobile me- 
chanic. This large, well-integrated volume is 
written for his specific assistance. The wide 
extent of the information it contains is pre- 
sented in simple and clear language, so even a 
relative amateur in the field will have little 
trouble in following the subject matter.” 

Freudenthal, Elsbeth E. Flight into 
history; the Wright brothers and the air 
age. 268p. 1949. Univ. of Oklahoma Press, 
Faculty Exchange, Norman, Okla., $3.75. 

American aviation, June 1, 1949, p.58. % 
col. 

“This well-documented volume is essentially 
a history of the first decade of flying (1900- 
1910), which was dominated by the Wright 
brothers . . . A well-told story of the race be- 
tween many men for the honor of being the 
first to fly, based on careful examination of the 
records and evidence. Of special interest is the 
account of the long relationship of the Wright 
brothers with Octave Chanute, their precusor 
and friend.” 

Aviation week, May 30, 1949, p.56. % col. 

“Excessive number of errors appearing in the 
book seriously detract from its value as an 
aviation history reference. It appears likely 
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rather it will compound the already consider- 
able confusion which exists concerning early 
days of aviation . . . Although written some 
six years after the Fred C. Kelly book, ‘The 
Wright Brothers,’ the Freudenthal book falls 
far below the earlier one in historical reporting 
and cannot be considered a serious competitor.” 


Alexander McSurely. 
Githens, Thomas S. Drug plants of 


Africa. 125p. 1949. Univ. of Pa. Press, 
Philadelphia, $2.25. 

Soil science, May 1949, p.415. % p. 

“The author has undertaken to collate and 
synthesize the vast store of empirical informa- 
tion developed by the inhabitants of the entire 
continent of Africa on a great variety of plants 
being used for medicinal purposes. The text 
deals with the chemical basis for the use of 
these drug plants, and the actual use that is 
being made of them . . . Could well be of con- 
siderable value to plant scientists who are in- 
terested in developing new plants for agricul- 
tural production or in studying the quality of 
plants already in production in this country.” 

Glick, David. Techniques of histo- and 
cytochemistry. 555p. 1949. Interscience 
Publishers, New York, $8. 

Cereal chemistry, May 1949, p.264. % p. 

“The author has been commendably success- 
ful in bringing together in one volume the 
diverse methods that will serve as a very valu- 
able aid to the research worker whose prob- 
lems make it necessary to evaluate small sam- 
ples of biological materials, in particular, to 
localize or estimate substances in the com- 
ponents of cells.” Paul D. Boyer. 


Glynn, John H. Story of blood. 285p. 
1948. Wyn, New York, $3. 

American journal of public health, May 1949, 
p.673. % col. 

“In barely 60,000 words a surprising amount 
of accurate knowledge is clearly and simply 
presented. The approach is reminiscent of Paul 
de Kruif, minus the exuberance and hyper- 
dramatics. In a more ideal society we might 
hope that the facts given by Glynn would be 
taught in every high school; as it is, we must 
hope that books like this will reach a wide 
audience.” Ancel Keys. 


Goetzel, Claus G. Treatise on powder 
metallurgy. 3v. v.1: Technology of metal 
powders and their products. 806p. 1949. 
Interscience Publishers, New York, $15. 

a of metals, June 1949, section 1, p.21. 


col. 

“This encyclopedic treatment of powder met- 
allurgy presents to the novice, the expert, the 
development engineer, and the inventor, twenty 
chapters of principles, history, theory, experi- 
ment, technology, properties, production, and 
application. Coverage is so complete that the 
volume is equally useful as an introductory 
text, a reference book, a source for new appli- 
cations, and a stimulus to new developments 
and new processes.” 

ree (New York), June 1949, p.256. 1 


co 

“First section of an encyclopedic treatise on 
powder metallurgy, which will be published in 
three volumes . . . Contains twenty chapters 
covering the terminology, principles, history, 
theory, technology, production methods, and 
application of powder metallurgy. The mate- 
rial is so complete that the work is equally 
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useful as an introductory text for a novice, a 
reference book for the expert, a source of new 
applications for the development engineer, and 
a stimulus to new developments and new pro- 
cesses for the inventor . . . This work, which 
was prepared over a period of eight years, is 
undoubtedly the most comprehensive treatment 
of this important subject published up to the 
present time ... A real contribution to the 
literature on powder metallurgy.” 

Modern machine shop, June 1949, p.309. %& 
col. 

“This encyclopedic treatment of powder metal- 
lurgy presents to the novice, the expert, the 
development engineer, and the inventor 20 chap- 
ters of principles, history, theory, experiment, 
technology, properties, production, and appli- 
cation. Coverage is so complete that the volume 
is said to be equally useful as an introductory 
text, a reference book, a source for new appli- 
cations, and a stimulus to new developments 
and new processes.” 


Grossman, Louis I., ed. Lippincott’s 
handbook of dental practice. 417p. 1948. 
Lippincott, Philadelphia, $12. 

American journal of public health, May 1949, 
p.677. % col. 

“An interesting and well balanced reference 
book on the most modern methods of the prac- 
tice of dentistry. Dr. Grossman has assembled 
articles by some of the foremost practitioners 
and teachers in the field of dentistry ... In- 
tended primarily for the practising dentist. Its 
object is to give him concise description of the 
various technics used in dental practice and an 
understanding of dental disease and its treat- 
ment. The reader will do well to supplement 
the practical details described by reference to 
more complete texts where necessary.” William 


F. Leonard. 
Grummitt, Oliver. See Burk, R. E., & 


Grummitt, Oliver, ed. 


Guest, C. L. Technique of industrial 
labour payment. 194p. 1948. Macdonald & 


Evans, London, 35s. net. 

— rubber journal, May 21, 1949, p.9. % 
col. 

“The author . . . sets forth the fundamental 
principles of time study and payment by re- 
sults . . . Here we have what is, we believe, 
the most comprehensive treatise on this im- 
portant and complex industrial subject that has 
been published; certainly in relation to British 
industry. The book is impressive by reason of 
the great thoroughness with which the author 
has dealt with his subject . . . May well be 
commended to all who are in any way interested 
in time study and is excellent value for the 
money.” 


Hardin, Garrett. Biology; its human 
implications. 6385p. 1949. W. H. Freeman 
& Co., 549 Market St., San Francisco, $5. 

Nature magazine, June-July 1949, p.291. % 


col. 

“This immediate volume is a textbook for 
college biology, and one that the author has 
planned to meet the need of the student who 
may never again be exposed to formal instruc- 
tion in the subject for which this book supplies 
the basic text . . . With the obvious careful 
planning that has gone into this text, the 
author has achieved a stimulating basic biology, 
and the illustrations effectively support the 
text. 
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Harnwell, Gaylord P. Principles of 
electricity and electro-magnetism. Ed.2. 
670p. 1949. McGraw, New York, $6. 

Electrician, May 13, 1949, p.1511. % col. 

“Written from the point of view of ad- 
vanced students in experimental physics, and 
a knowledge of the differential and integral 
ealculus and elementary differential equations 
is assumed on the part of the reader... Six- 
teen chapters, in addition to the appendix, 
furnish a textbook which provides more than 
an introduction to modern ideas of the physical 
interpretation of phenomena classified under 
the heading of electricity and magnetism.” 


Hatcher, William H. Introduction to 
chemical science. Ed.2. 449p. 1949. Wiley, 
New York, $4. 

Chemical engineering, May 1949, p.342. % 
col. 

“True to its title, this text ‘introduces’ the 
science of chemistry to its intended reader, the 
non-science student .. . Throughout, the author 
concentrates on principles. Basic facts are 
thoroughly explained by descriptions and illus- 
trations but technical details are omitted. The 
four sections of the book discuss inorganic, 
organic, food and industrial chemistry.” F. A. 

Hauber, U. A. Essentials of zoology. 


3894p. 1949. Appleton, New York, $4. 

American scientist, April 1949, p.302. % 
col. 

“Written by a professor of biology at St. 
Ambrose College, this book does indeed give the 
essentials of zoology in an accurate and orderly 
fashion. It is only toward the end, in a chap- 
ter on science and philosophy, that Father 
Hauber explains what is really the Catholic 
point of view against a naturalistic attitude 
toward life and the world that he believes de- 
structive to the Christian way of life.” 


Helme, E. T. Lawson. Electrical ser- 
vicing of the motor vehicle; principles, de- 
sign and choice of test apparatus. 150p. 
1949, Trader Pub. London, 8s. 6d. net. 

il May 1949, p.201. % 


col. 

“Over 140 line drawings of the apparatus de- 
scribed, methods of using or fixing it, and ap- 
propriate wiring diagrams complete an extreme- 
ly valuable book for all automobile electricians 
and other service personnel.” 

Electrical review, April 22, 1949, p.674. 4 
col. 

“The purpose of this practical book is to 
assist and guide motor car service engineers in 
choosing the most suitable kind of equipment 
for the scope and nature of the work to be 
undertaken . .. Offers a simple and easily 
followed outline of the basic principles of 
automobile electrical testing technique and test 
appliances as they exist to-day ... Written in 
such a way that it will enable electricians to 
understand the precise manner in which test 
results are obtained and appreciate their sig- 
nificance with a discernment which would other- 
wise be impossible.” R. P. 

Electrician, April 29, 1949, p.1317. % col. 

“The contents range from the basic funda- 
mentals of measuring instruments to the latest 
developments in auto-electrical service equip- 
ment ... The service man will welcome this 
altruistic effort to enable him to exercise a 
wise discrimination in the choice of test gear 
most suitable for the scope and nature of the 
work to be undertaken ... The auto-electrician 
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will find a wealth of interesting and instructive 
matter to assist him in his job. 

Mechanical world, May 20, 1949, p.586. % 
col. 

“For the man who has some slight knowledge 
of the principles of electricity and who wishes 
to familiarise himself with the equipment neces- 
sary to test the components embodied in the 
complicated modern motor vehicle, this book is 
an excellent choice . .. The author is to be 
congratulated in offering such a simple guide 
to a by no means simple subject.” S. W 


Henisch, H. K. Metal rectifiers. 156p. 
1949. Oxford, New York, $3.75. (Mono- 
graphs on the physics and chemistry of 
material series.) 

Electronic engineering, June 1949, p.229. 1 
col. 

“On the whole, the lucid treatment of the 
experimental and theoretical aspects of recti- 
fiers will commend the book to those concerned 
with the practical uses of dry rectifiers who 
wish to have a critical but compact account of 
the subject but have little time to make their 
own survey of the field . . . Will be very valu- 
able to students as part of an introduction to 
the electronic properties of solids which it is 
hoped this series of monographs will provide.” 
G. F. J. Garlick. 


Henry, O. H., and others. Welding 
metallurgy. Ed.2. 505p. American Weld- 
ing Soc., New York, $2.50. 

Heating and ventilating, June 1949, p.105. % 
col. 

“In the preparation of the second edition 
G. E. Linnert, senior research engineer, 
Armco Steel Corporation, has added about 150 
pages of new material. As in the case of the 
first edition, steels or ferrous alloys are the 
center of most discussions . . . The subject 
matter has been divided into 15 chapters and 
an appendix ... Should prove of value to all 
engineers interested in welding metallurgy.” 


Hepler, Opal E. Manual of clinical lab- 
oratory methods. Ed.4. 387p. 1949. C. C. 
Thomas, Springfield, Ill., $8.50. 

Analytical chemistry, May 1949, p.646. % 
col. 

“Represents an expansion and enlargement 
of several earlier editions issued in planograph 
form. Its general availability will be more 
than welcome to many hospitals and clinical 
laboratories in which a rigid and accurate 
routine is of greater importance than back- 
ground and fundamental understanding of the 
basis of the procedures used or of their inter- 
pretation . . . Covers the entire field of clinical 
laboratory methods including chemical, bac- 
teriological, mycological, immunological, and 
other techniques, in the typical style of an 
industrial control manual.” Paul L. Kirk. 


Hoegh, Carl. Cylinder wear in Diesel 
engines. 2438p. 1949. Chemical Pub., 
Brooklyn, $5. 

Industry and power, June 1949, p.120, 122. 

col. 

“Not only a reference work, but illustrates 
how field care of engine parts can reduce operat- 
ing costs. The author .. . discusses all factors 


affecting piston and cylinder wear, and sum- 
marizes the proposals for reducing wear and 
increasing engine efficiency. The text is written 
in an easy-to-understand non-technical manner 
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and correlates the available data from numerous 
tests.” 

Modern machine shop, June 1949, p.310. 12 1. 

“Correlates the available data on the subject 
of cylinder wear in Diesel engines, discusses 
all factors affecting piston and cylinder wear, 
and summarizes the proposals for reducing wear 
and increasing the efficiency of Diesel en- 


gines.” 

Hotchkiss, George Burton. Advertis- 
ing copy. Ed.3, revised. 469p. 1949. Har- 
per, New York, $4.50. 

Industrial marketing, June 1949, p.134. 4% 
col. 

“Presents a complete round-up of funda- 
mentals of copy-writing in a sound, logical and 
illustrative manner .. . Revised to take ad- 
vantage of recent improvements in the graphic 
arts, as well as scientific knowledge gained by 
copy-testing.” M. C. 

Printers’ ink, April 22, 1949, p.72. % col. 

“To anyone who knows the author it is 
superfluous to say that the book is far better 
written than any other text—and the same 
may be said of the matter especially in such 
related topics as the chapters on Choice of 
Words and A Sound Copy Style. Excellent 
choice of illustrations and good typography are 
other virtues of this masterpiece.” 


Hottel, Hoyt C., and others. Thermo- 
dynamic charts for combustion processes. 
2 pts. Wiley, New York. 

pt.1. $2.60. 

pt.2. $2.40. 

ee air magazine, June 1949, p.161. 


% col. 

“Part I explains the basis, method of de- 
velopment, and application of eight large charts 
that are in Part II and that deal with hydro- 
carbon fuels and air, as well as supplementary 
material. Part I contains several smaller gen- 
eralized thermodynamic charts and also gives a 
number of examples to clarify the use of the 
charts and to illustrate the wide Pa | of 
problems that may be successfully han - 

Huffman, Edna K. Manual for an 
records librarians. Ed.2, revised. 357p. 
1948. Physicians’ Record Co., Chicago, 
$4.50. 

American journal of public health, May 1949, 
p.674. % col. 

“The material is well arranged and concisely 
written . . . The vast experience of the author 
in the medical record librarian field lends 
validity to this volume ... A book that is 
recommended to all who are interested in ele- 
vating the standards of medical records.” 
Maude Marie Holmes. 


Hughes, Osee. Introductory foods. Re- 
vised edition. 575p. 1949. Macmillan, New 
York, $4.25. 

Food industries, May 1949, p.193. % col. 

“Primarily a text book for beginners in col- 
lege food courses, this revised edition could be 
useful in any food processing plant .. . Offers 
a basic study that will not be over the heads 
of those lacking a background in chemistry .. . 
The author avoids the type of oversimplification 
that so often dissipates interest. An excellent 
introductory chapter discusses the specific nutri- 
ents of foods. The foods themselves, are taken 
up according to their categories and are de- 
a to function, preparation and preser- 
vation. 
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Journal of milk and food technology, May- 
June 1949, p.181. 5% col. 

“A textbook on foods presented for college 
freshmen or sophomores who have had very 
little chemistry . .. The author succeeds in 
packing a great deal of practical information 
into short pithy sentences. In spite of this 
encyclopedic treatment, the text is easily and 
interestingly readable.” 


Jaffe, Bernard. Crucibles;-the story of 
chemistry from ancient alchemy to nu- 
clear fission. Revised and enlarged edition. 


480p. 1948. Simon, New York, $3.95. 

Scientific monthly, June 1949, p.428. % 
col. 

“When Crucibles was published in 1930 as 
The Francis Bacon Award (Book) for Humaniz- 
ing Knowledge, Edwin Slosson described it as 
‘the history of Chemistry told in biographies 
. . . With the necessary scientific explanation 
deftly worked in with as few repellent terms 
as possible.’ That characterization may be ac- 
cepted for this ‘enlarged edition’ which, by 
minor revisions of two chapters and consider- 
able editing and enlargement of the chapter on 
Langmuir, continues the story through nuclear 
fission . . . Those who read the first issue will 
surely wish, in this edition, to bring ‘the dra- 
matic story of the atom up-to-date.’ The book 
well illustrates the art of making a good volume 
better.” B. Clifford Hendricks. 


Johlin, J. M. Introduction to physical 
biochemistry. Ed.2. 246p. 1949. Hoeber, 
New York, $3.75. 

Chemical and engineering news, May 16, 1949, 
p.1468, 1470. % col. 

“The main portion of this book—which is 
addressed to students of biochemistry and re- 
lated aspects of biology—deals with the ele- 
ments of the physical chemistry of solutions, 
including the gas laws, colligative properties, 
the mass action law, buffer systems, and oxida- 
tion-reduction potentials. The treatment is in 
general non-mathematical, but some _ simple 
equations are introduced and some problems 
are given for the student to solve. The book 
differs from most others of fairly similar char- 
acter by including discussions of some bio- 
chemical systems, notably blood and hemo- 
globin, to illustrate and apply the general con- 
cepts which are developed. The discussion is 
in general sound and useful but not particularly 
distinguished as compared with other, compet- 
ing books of somewhat similar character.” John 
T. Edsall. 


Jones, Park J. Petroleum production. 
v.5: Oil production by gas and flooding. 


274p. Reinhold, New York, $6. 
Oil and gas journal, March. 31, 1949, p.122. 


col. 

“Fifth and concluding volume of an exten- 
sive review on petroleum production, this book 
discusses reservoir characteristics, gas dis- 
placement of oil, plant extraction, vaporization, 
pressure maintenance, flooding, and oil produc- 
tion by gas.” — 


Judge, A. W. Automobile engine over- 
haul. Ed.8. 2834p. 1948. Pitman, London, 


8s. 6d. 
ane engineer, April 1949, p.162. % 
co) 


“Includes thirty-four new illustrations and 
several pages have been rewritten in connection 
with reconditioning cylinders and liners, re- 
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placing pistons and rings, measuring gauges, 
reclamation of worn parts, radiator mainte- 
nance, etc. . . An inexpensive book of value to 
all motor engineers, mechanics and garage 
owners ... The various illustrations are ex- 
tremely helpful.” 


Kelser, Raymond A., & Shoening, H. W. 
Manual of veterinary bacteriology. Ed.5. 
7167p. Bailliére, London, 36s. net. 

Journal of the Royal Sanitary Institute, May 
1949, p.271. % p. 

“There is little difference in the general form 
and structure of this edition and the authors 
pay much attention to bacteriological methods 
and techniques, and this is of great help to 
those not acquainted with the practical aspects 
of the subject ... There is much good in the 
book; the chapters on bacterial variation, 
viruses and virus diseases and those dealing 
with technique deserve special attention ... 
Should be useful as a reference book and as an 
indication of American methods and thought.” 

King, G. Brooks, & Caldwell, W. E. 
Fundamentals of college chemistry. 536p. 
1949. American Bk., New York, $4. 

School science and mathematics, June 1949, 
p.510. p. 

“A concise and orderly treatment of the 
fundamentals of general chemistry on the col- 
lege level. The primary purpose .. . is to 
present the basic facts and principles of 
science as clearly and simply as possible. Al- 
though . . . designed for students without pre- 
vious training in chemistry, it is sufficiently 
flexible to be used with those students who 
have had previous training in chemistry. All 
the concepts as presented in this text are strict- 
ly up-to-date ... The text is thoroughly sub- 
stantial and meets the purposes for which it 
was written.” Kenneth HE. Anderson. 

Kniper, Gerard P., ed. Atmospheres of 
the earth and planets. 366p. 1949. Univ. 
of Chicago Press, Chicago, $7.50. 

Physics today, June 1949, p.35. % col. 

“Collection of fourteen authoritative mono- 
graphs ... By the liberal use of references, 
and aided by Professor Kniper’s well written 
introduction, the contributors have presented 
an exhaustive summary of present knowledge 
of the circulation of the earth’s lower atmos- 
phere, the study of the upper atmosphere by 
means of rockets, meteor observations and 
spectroscopy, and the latest observations of the 
planets . . . Especially valuable for its quantity 
of data and for the numerous research prob- 
lems it poses in the fields of meteorology, 
physics, astronomy, chemistry, and geology.” 
Thornton Page. 


Knott, James E. Vegetable growing. 
Ed.4. 314p. 1949. Lea, Philadelphia, $4. 

Fertilizer review, March-April 1949, p.15. %& 
col. 

“Current information on the techniques of 
commercial vegetable growing is presented... 
Facts are presented with brevity ... Should 
‘be valuable for students taking only one veg- 
etable course.” 

Soil science, May 1949, p.418. 12 1. 

“Some 70 vegetables, from artichokes to 
yams, are discussed in this very well written 
book . . . The material is divided in 29 chap- 
ters, which cover factors affecting plant growth; 
plant-growing equipment; seed and seedage; 
managing and fertilizing soils; weed, disease, 
and insect control; storage; and, finally, the 
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several groups of crops. A list of suggested 
readings is appended to each chapter. The 
illustrations are well chosen . . . Intended for 
classroom purposes, but every vegetable grower 
will find in it material of considerable interest 
and value.” 


Koepke, Charles A. Plant production 
control. Ed.2. 568p. 1949. Wiley, New 
York, $5.50. 

paare and power, June 1949, p.120. % 
col. 
“This book not only teaches but demonstrates 
methods of controlling the flow of materials 
through any type of a commercial enterprise. 
A broad background production planning and 
control is presented, and suggestions on pro- 
cedures for insuring proper control are based 
on sound principles . . . Improvements ... 
include: 1—expanded coverage of planning and 
control functions along with the mechanism of 
operational detail; 2—practical examples, forms, 
and problems in conjunction with theoretical 
discussions aid the reader in grasping the im- 
portance of each function; and 3—introductions 
to economic purchase problems and manufac- 
turing quantities.” 


Kuehn, Martin M. Mathematics for 
electricians. Ed.3, revised. 8372p. 1949. Mc- 
Graw, New York, $2.80. 

Coal age, June 1949, p.194. 8 1. 

“Step-by-step progress from simple arith- 
metic and algebra through use of the slide rule 
and graphs to vector problems and calculations 
in alternating current. This new edition adds 
material on basic arithmetic, logarithms and 
alternating current.” 


Lamb, John. Running and maintenance 
of the marine Diesel engine. Ed.5. 860p. 
C. Griffin, London, 30s. net. 

Marine engineer and naval architect, April 
1949, p.191. 5% col. 

“To the young engineer who was not at sea 
when the first impression of this edition was 
available, we can very warmly recommend the 
book. Mr. Lamb’s long and wide experience as 
a superintendent engineer of one of the largest 
motorship fleets in the world is sufficient recom- 
mendation without any extolling of the book’s 
practical merits . . . Covers every aspect of 
main engine operation, besides giving a short 
treatise on elementary thermodynamics, the 
diesel cycle, and motorship fuels . . Admir- 
ably indexed, and the printing and reproduction 
ph many line diagrams are beyond criti- 
cism. 


Lapp, R. E. Must we hide? 182p. 1949. 
Addison-Wesley Press, Cambridge, Mass., 


Chemical and engineering news, July 4, 1949, 
p.1957. %& col. 

“This book is, in part, an answer to... 
David Bradley’s best-selling ‘No Place to Hide.’ 
Dr. Lapp .. . has traveled more widely in the 
atomic world, and his book, though nearly as 
brief and as easily read as Dr. Bradley’s, is 
more stimulating to the atom-conscious reader 
and more informative to the uninitiated. Writ- 
ten in an impersonal, almost casual style, Dr. 
Lapp’s views on ‘hiding’ are less emotional and 
more authoritative . . . Will promote realistic 
thinking among the laymen for whom it is 
primarily intended.” Ron Ross. 

Engineering news-record, June 9, 1949, p.80. 
% col. 
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Scientific American, June 1949, p.58. % col. 

Larsen, Egon. Inventor’s scrapbook. 
214p. 1948. Drummond, London, 12s. 6d. 
quarry engineering, June 1949, p.173. 


“The author traces in detail the history of a 
number of inventions, including photography, 
typewriting, television, the motor car and 
atomic energy. The romance of these epoch- 
making inventions should prove of absorbing 
interest to all engineers regardless of the par- 
ticular branch in which they may specialise.” 


Lefschetz, Solomon. See Andronow, A. 
A., & Chaikin, C. E. 


Lonsdale, Kathleen. Crystals and x- 
rays. 199p. 1948. Bell, London, 21s. 
British science news, v.2, no.18 1949, p.189. 


% col. 

‘“Fills a need that has been evident for some 
time—that for an up-to-date and authoritative 
summary of the methods and results of X-ray 
analysis . . . The general scheme . . . is well 
thought out, and many points are treated in a 
refreshingly original way ... Can be confidently 
recommended as a general survey, both for the 
young research student who is being inducted 
into X-ray diffraction, and for the expert in 
other fields who wishes to keep in touch with 
the subject; both will find the clarity and 
readableness for which Dr. Lonsdale is noted.” 
H. Lipson. 

Philosophical magazine, May 1949, p.588. 9 1. 

“Written essentially for industrial admin- 
istrators and technicians who might wish to 
gain a deeper understanding of the principles 
and applications of X-ray crystallography .. . 
A general survey written in simple language, 
and covers most of the more recent develop- 
ments in this science. The author’s lucid 
style and helpful analogies maintain interest, 
while the 138 figures and 80 excellent repro- 
ductions of X-ray diffraction photographs should 
be of value even to the expert. Although... 
not essentially a work of reference, it is well 
indexed, and the limited selection of references 
to original works are well chosen.” 


Lysaght, Vincent E. Indentation hard- 
ness testing. 290p. 1949. Reinhold, New 
York, $5.50. : 

Journal of the Franklin Institute, Aug. 1949, 
p.184. % p. 

“This excellent book will enable anyone in- 
terested in hardness testing to became [sic] 
familiar with the various types of equipment 
used and to obtain a clearer understanding of 
the different methods employed, since the author 
describes the development of numerous hard- 
ness testing machines, showing their advan- 
tages, disadvantages, limitations, and _ uses.” 
Stuart Kingsbury. 

Modern machine shop, June 1949, p.309. % 


col. 

“Sufficient information is presented ... to 
acquaint the user of hardness testing equipment 
with the usual problems with which he must 
cope. No attempt is made to consider hardness 
in detail from the theoretical standpoint, nor is 
this volume a complete historical study of the 
development of the hardness test. Rather, an 
endeavor is made to describe the hardness test- 
ers in common use in the United States and to 
discuss in detail the problems associated with 
the use of hardness testing equipment. Sufficient 
historical background is presented to acquaint 
the reader with the development of various in- 


TECHNICAL BOOK REVIEW INDEX 


struments . . . Sufficient theoretical considera- 
tion is given so that the reader may acquire a 
thorough knowledge of the present status of 
hardness testing.” 

McCaully, Harry J., jr. Management 
controls for foremen and_ supervisors. 
2138p. 1948. Funk, New York, $2.65. (Mod- 
ern industry bk.) 

American business, May 1949,-p.70. % col. 

“A well-grounded conservative compilation of 
management techniques which have been proved 
adequate and usually sound by most business 
experience in the manufacturing field . . . Mr. 
McCaully takes the position that the foreman 
is ‘the man who controls the front-line opera- 
tions and makes it possible, through direction 
from management, for a company to operate 
successfully.’ From this general position he 
proceeds to get very specific in such matters as 
production and material control, cost standards, 
quality control, and other aspects of super- 
vision. Each is approached from an extremely 
cost-conscious point of view which, it is inti- 
mated, will pay dividends without the need for 
experimentation.” 


McKeown, J. Properties of soft solders 
and soldered joints. 140p. 1948. British 
Non-Ferrous Metals Research Assoc., 
Euston St., London, N.W.1, 17s. 6d. net. 
(Research monograph, no.5.) 

Foundry, June 1949, p.152. % col. 

“Information on the mechanical properties 
of tin economy solders and joints made in them 
is presented in this book, which contains con- 
clusions drawn from experimental work in that 
field. Tests were carried out over a series of 
temperatures, including tests on the creep prop- 
erties of joints made with a range of solders. 
In addition, comparison was made (by solder- 
ing, area of spread and capillary penetration 
tests) of high-tin and tin-economy solders.” 

Metal industry, June 3, 1949, p.446. 1% 
col. 
“Those familiar with Dr. McKeown’s writ- 
ings will expect solid factual data, lucidly pre- 
sented, and they will not be disappointed. The 
116 pages contain 54 diagrams and 49 tables, 
most of them giving experimental results. The 
main body of the book is contained in four 
chapters. The procedure is the same in each; 
first the practical background is discussed and 
then the appropriate research work is pre- 
sented.” R. G. H. 


Malherbe, I. de V. Soil fertility. 296p. 
1948. Oxford, New York, $6.50. 

Soil science, May 1949, p.417. 10 1. 

“An English version of the revised sixth 
Afrikaans edition. The three parts ... deal 
with the nutrition of plants, soil science, and 
fertilizers and manures, their preparation, prop- 
erties and use . . . Intended for use in agricul- 
tural high schools, by prospective young farm- 
ers, and, possibly to a lesser extent, by uni- 
versity students. No references or supplemental 
reading lists are given. It is of special interest 
to note that important increases in crop yields 
for manganese, copper, zinc, and boron are re- 
ported with supporting data . .. Would be of 
general interest to all soil-plant scientists.” 


Marcosson, Isaac F. Metal magic; the 
story of the American Smelting and Re- 
fining Company. 314p. 1949. Farrar, 
Straus, New York, $4.50. 
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quarry engineering, June 1949, p.173. 


“Truly an absorbing history in which the 
author has mingled the romance of mining with 
the rise of a great industrial organisation. 
Many of the most distinguished names in 
American finance and industry are paraded in 
a fascinating manner, and the book is full of 
incident and action.” 

Massey, Arthur, ed. Modern trends in 
public health. 581p. 1949. Butterworth & 
Co., London, £2 10s. 

Journal of the Royal Sanitary Institute, May 
1949, p.270. % p. 

“Dr. Massey ... has collected a series of 
twenty-three specialized articles by well-known 
authorities on their several subjects, but the 
arrangement by alphabetical order of the con- 
tributors’ surnames is hardly satisfactory to 
the reader. In other ways, however, this is an 
admirable contribution to the literature of 


public health.” 
Melcher, Daniel, & Larrick, Nancy. 


Printing and promotion handbook; how 
to plan, produce and use printing, adver- 
tising, and direct mail. 386p. 1949. Mc- 
Graw, New York, $6. 

Advertising age, June 6, 1949, p.52. % col. 

“An encyclopedia-type book that tells ‘the 
beginner’ how to get professional results by 
choosing the correct processes and printers for 
advertising and publicity jobs ... A handbook 
for anyone from an editor to a purchasing 
agent who must use and order circulars, posters, 
displays, art work, form letters, etc. Although 
the ideas presented are sound, the unique and 
useful style of the book will probably prove its 
greatest asset.’ 

Printers’ ink, May 20, 1949, p.70. % col. 

“Excellently organized and cram-full of in- 
formation . . . Should be a boon to any produc- 
tion department, particularly one that is break- 
ing in newcomers.” 

Menzel, Donald H. Our sun. 326p. 1949. 
Blakiston, Philadelphia, $4.50. (Harvard 
books on astronomy.) 

Science, July 29, 1949, p.127. 1% col. 

“Full of useful and up-to-date information 
. .. An important addition to the astrophysical 
literature . . . Primarily intended for the 
amateurs, but professional astrophysicists will 
also find it a valuable and interesting summary 
of modern solar physics.” Otto Struve. 

Mikesell, Raymond, & Chenery, H. B. 
Arabian oil; America’s stake in the Mid- 
dle East. 205p. 1949. Univ. of North Caro- 
lina Press, Chapel Hill, N. C., $3.50. 

Oil forum, June 1949, p.262. 1% col. 

“One of the most worthwhile books published 
on the Middle East oil picture, although it still 
only scratches the surfaces of the ramified prob- 
lems of petroleum development in this region. 
The authors’ aims are to analyse the broader 
economic and political factors which help to 
determine national policies, particularly Ameri- 
can. While the book concentrates largely on 
Sa‘udi ‘Arabia it can not help but introduce 
the related problems of neighboring ‘Arab coun- 
tries and Iran.” 


Milk Industry Foundation. Milk Indus- 
try Foundation laboratory manual; meth- 
ods of analysis of milk and its products. 
Ed.2. 629p. 1949. The Foundation, 1001 
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15th St., N. W., Washington, D. C., $15. 

Journal of dairy science, May 1949, p.A59. 
% col. 

“Certain tests have been repeated in the new 
edition with present accepted modifications. 
Many new tests have been added in line with 
recent advances in research and _ technology. 
While emphasis is placed upon milk tests, meth- 
ods are included for almost every dairy product 
and for certain non-dairy products as well. The 
form of presentation of subject matter is the 
same .. . Should provide an excellent hand- 
book for the dairy plant laboratory technician, 
the governmental regulatory laboratory and 
the teacher.” D. J. Hankinson. 


Miller, A. R. Theory of solutions of 
high polymers. 117p. 1948. Oxford, New 


York, $3.25. 

Chemical industries, May 1949, p.834, 836. % 
col. 

“Dr. Miller presents in detail the calculation, 
using the elegant methods of statistical thermo- 
dynamics developed by Fowler and Guggenheim, 
of the entropy and free energy of mixing, for 
solutions of chain molecules. He then briefly 
compares the theoretical results with experi- 
mental data on rubber and polystyrene solu- 
tions and discusses possible extensions of the 
theory which might improve the agreement. A 
person unacquainted with the mathematical 
methods and language of statistical thermo- 
dynamics would be able to extract little of value 
from this work. On the other hand, it can be 
highly recommended to those interested in 
critically studying the statistical theory of so- 
lutions and in extending that theory further.” 
Maurice L. Huggins. 

Journal of chemical education, June 1949, 
p.343. % col. 

“A review and critique of methods of in- 
terpretation of the thermodynamic properties of 
high polymer solutions by means of statistical 
mechanics, to which the author himself has 
made important contributions . . . To be recom- 
mended to all investigators in the field of high 
polymers who are interested in the mathe- 
matical theory of their thermodynamic prop- 
erties.” John G. Kirkwood. 

Science, July 29, 1949, p.128. % col. 

“Treats a very timely and important sub- 
ject in a highly scientific and thorough manner; 
it is not a book for a man who wants to get a 
first general idea of the matter but it is an 
excellent, up-to-date presentation of our present 
ideas of the nature of macromolecular solu- 
tions and the modern ideas and mathematical 
methods used to represent their behavior in a 
quantitative manner . .. A valuable addition 
to the scientific literature and a masterpiece of 
clear and concise writing.” H. Mark. 


Molloy, Edward. Questions and answers 
on Diesel engines. 140p. Newnes, London, 
5s. net. 

Shipbuilder and marine engine-builder, May 
1949, p.446. % col. 

“Constitutes a useful exposition of the prin- 
ciples, construction, operation and maintenance 
of the modern compression-ignition engine .. . 
Should be especially helpful to students and 
operating engineers, and will, we believe, prove 
valuable to sea-going engineers and to all con- 
cerned in the construction and management of 
modern marine Diesel engines . . . The text is 
illustrated by numerous diagrams, which make 
an effective contribution to the value and use- 
fulness of this interesting . . . manual.” 


132 


Monier-Williams, G. W. Trace elements 
in food. 511p. 1949. Chapman & H., Lon- 
don, 30s. 

Manufacturing chemist and manufacturing 
perfumer, May 1949, p.241. '% col. 

“In this volume are surveyed the elements 
which should be present in the human body and 
foodstuffs in amounts not exceeding 0.005% 
. . . The layout is concise and clear, the general 
plan being to describe the function of the ele- 
ment in plant and animal life, its biochemical 
availability and deficiency, its detection, toxicity, 
sources of contamination and its estimation ... 
Written with emphasis on the aspects which 
should particularly interest the public analyst 
and those dealing with.edible products, but it 
is also of interest to chemists in the pharma- 
ceutical, cosmetic and related packaging fields.” 

Montgomery, D. J. X. Cosmic ray 
physics. 370p. 1949. Princeton Univ. Press, 
Princeton, N. J., $5. 

American scientist, April 1949, p.294. 10 1. 

“Based on lectures given by Marcel Schein 
at Princeton University, with special contribu- 
tions by Shuichi Kusaka and Niels Arley, and 
intended for students with intermediate or ad- 
vanced training in branches of physics other 
than cosmic rays. The book is a survey of 
work already done, with indications of future 
promising lines of attack.” 

Moore, Raymond Cecil. Introduction to 
historical geology. 582p. 1949. McGraw, 
New York, $5. 

American journal of science, June 1949, p.430. 

1% p. - 
“Written for the elementary student who has 
had not more than one semester of geology .. . 
As so often happens in first editions, there are 
numerous errors or doubtful statements that 
appear in the book . .. Although most of the 
illustrations are excellent, there are a few 
that need to be replaced . .. It is hoped that 
when a second edition . . . is printed most of 
the questionable portions will have been chang- 
Lawrence Whitcomb, 

Earth science digest, May 1949, p.23. % 
col. 

“Concerned primarily with the nature of 
changing physical conditions and the record of 
life during geologic history in North America, 
although some attention is paid to areas of 
interest in Europe. Unfamiliar technical termin- 


ology is purposely avoided in the text, with the 


emphasis on a clear explanation of principles 
and a graphic presentation of the most signifi- 
eant data ... Perhaps the most outstanding 
feature . . . is the abundance and excellent se- 
lection of illustrations, mostly new, and all 
well described. Of particular merit are the 
large number of animal restorations.” 

Morgan, Banner Bill, & Hawkins, P. A. 
Veterinary protozoology. 195p. 1948. Bur- 
gess, Minneapolis, $4. 

Nature, May 7, 1949, p.705. 1% col. 

“Written for veterinary students, practising 
veterinarians and agricultural students ...A 
useful book, full of practical information; but 
the size of its page (11 in. x 8% in.) makes it 
rather inconvenient to handle, and its small 
type, clear though it is, is not read with com- 
fort on a page of this size. Its illustrations, 
with the exception of the frontispiece, are all 
in line and stipple, and are all unusually large 
. . . The text of the book contains a great deal 
of valuable information.” G. Lapage. 


TECHNICAL BOOK REVIEW INDEX 


Norton, Marguerite A. Cats; care, 
training, feeding, breeding, exhibiting. 


142p. 1949. Pitman, New York, $2.75. 
All-pets magazine, May 1949, p.40. 1% col. 
“An original little volume in its contents as 
it is a pocket edition of what might be termed 
an Encyclopedia Americana for the American 
Cat Fancy. We differ with the author in her 
introductory premise that the book is primarily 
intended for the owner of a pet cat, and not 
for the experienced breeder. We consider it to 
be definitely a book to aid and clear the way 
for the un-initiated in registering a cat and 
most of all the intricate paths of exhibiting 
and the ‘whys and wherefores’ of a cat show 
. . . The clever and entertaining drawings by 
Gladys Emerson Cook, the beloved friend of 
cats and their owners, add immeasurably to the 
pleasure and enjoyment of the book.” Dorothy 


Naether. 
Palmer, E. Laurence. Fieldbook of nat- 


ural history. 664p. 1949. Whittlesey House, 
New York, $7 (McGraw-Hill textbook ed., 


). 
es science digest, May 1949, p.23. % 


“This profusely-illustrated volume is meant 
to serve as a guide to almost every field of 
nature study—and does an especially creditable 
job with the plant and animal kingdoms. Short 
sections on astronomy and ‘the mineral king- 
dom’ are included.” 

Natural history, May 1949, p.197. % col. 

“A direct result of more than a third of a 
century of teaching field natural history is this 
encyclopedic work of Cornell University’s Pro- 
fessor of Nature and Science Education ... 
One of the most comprehensive one-volume 
field guides in natural history available today. 
Over two thousand subjects are included in this 
handy reference, each illustrated with a draw- 
ing or photograph and each provided with a 
description for identification, as well as data on 
range and relationships, life history, ecology, 
and economic importance.” John R. Saunders. 

Nature magazine, May 1949, p.240. % col. 

“A book immensely valuable—for school and 
for home reference—to anyone interested in 
Nature. There is an amazing catholicity in the 
selection of subjects for inclusion . . The 
author has prepared the kind of a book that 
he says he would have liked to have had when 
he was a youngster, ‘as well as a book he can 
use now and in his old age to add the research 
and experience of others to what he may see 
for himself in his experiences with natural his- 
tory.’ Dr. Palmer has admirably succeeded in 
providing such a book.” R. W. W. 

Science, July 29, 1949, p.129. 1% col. 

“An extraordinarily comprehensive guide to 
natural history. Simply presented, and pro- 
fusely illustrated, it embraces more than two 
thousand items—birds, fish, plants, rocks and 
minerals, the stars, mollusks, reptiles, and 
mammals... One doesn’t have to be a specialist 
to use this book. Technical terms have been 
avoided. But the information is exact and can 
be referred to in its place in the taxonomic 
seale . . . Five dollars for this book ... is 
not only astonishing, but gratifying. The job 
is a public service which ought to be appre- 
ciated by all and will be by many.” W. P. 


Taylor. 
June 1949, p.426. 1% 


monthly, 
col. 

“The encyclopedic format of this book gives 
a false notion of its contents ... ‘Not a text- 
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book in botany, zoology, geology or astronomy 

- nor is it a manual for the identification of 
most of the objects considered in those sci- 
ences.’ Rather it is a stylized listing and illus- 
tration with concise comments on ‘the things 
that have interested’ Professor Palmer, ‘his 
students, and his friends in more than a third 
of a century of teaching field natural history 
from New England to Hawaii.’ In addition to 
details about stars, rocks, and miscellaneous 
plants and animals, the Fieldbook includes in- 
formation on domesticated and economically 
important plants and animals, about ‘cows, corn, 
cod and chickens,’ and various kinds to be 
found as ornamental vegetation and on display 
in zoological parks. Some of this material has 
appeared as special inserts in Nature Magazine 
. . - Will have a useful place on the reference 
shelf, to be consulted in connection with read- 
ing, field trips, and visits to botanical and 
zoological gardens.” Lorus J. Milne & Margery 
J. Milne. 


Parpart, Arthur K., ed. Chemistry and 
physiology of growth. 293p. 1949. Prince- 
ton Univ. Press, Princeton, N. J., $4.50. 

Chemical and engineering news, June 6, 1949, 
p.1680. 1 col. 

“This book, consisting of 10 essays by 10 
distinguished biologists, and an _ integrating 
editor’s foreword, is an outgrowth of a con- 
ference on ‘The Chemistry and Physiology of 
Growth’ held at Princeton in September 1946 
as part of the celebration of the bicentennial of 
Princeton University. An attempt has been 
made to unify under one heading a collection 
of unrelated essays mostly in general physiology, 
forming a convergence of specialties into a 
more meaningful and broader category of growth 
. . . Crammed with technical information and 
poses many problems in the general physiology 
of growth and organization on the ‘molecular 
ecology’ level; and in semantic methodology, 
how to integrate and verbalize the fabulous 
array of interrelations that constitute growth 
and development.” Samuel Brody. 


Parry, John P. Graining and marbling. 
104p. 1949. Lockwood, London, 18s. net. 

Wood, May 1949, p.146. % col. 

“The author ... has obviously made a care- 
ful study of the subject and it is fortunate 
that he has made available for students the 
theoretical and practical knowledge which he 
has acquired . . . The author’s attitude to the 
subject is a sane and reasonable one and on 
that account the book can be recommended to 
students and to all in the building industry in- 
terested in this class of work.” H. A. 0. 


Pellaton, J. C. Watch escapements; 
translated by S. Paris and edited by D. 
de Carle. 126p. N. A. G. Press, London, 
10s. 6d. 

Electrical review, April 29, 1949, p.732. % 


col. 

“This book is a translation of one which has 
been used for many years as a textbook in 
Swiss schools of horology . . . This important 
and authoritative work will no doubt be of 
great use to all those who are concerned either 
with teaching the theory and design of escape- 
ments or with their manufacture and mainte- 
nance.” R. P. 


Pelton, Walter J.. & Wisan, J. M., ed. 
Dentistry in public health; prepared for 
the Dental Health Section of the Ameri- 
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can Public Health Association. 3638p. 1949. 
Saunders, Philadelphia, $5.50. 

American journal of public health, May 1949, 
p.672. 1 col. 

“The editors of this long needed and long 
awaited volume have evinced a high caliber of 
editorship in numerous ways. Two of these 
are particularly noteworthy; first, the excel- 
lence of their selection of contributors and, 
second, the orderly fashion in which the mate- 
rial is arranged . . . The bibliographical refer- 
ences give additional value to the book, as does 
its comprehensive index. Several noted errors 
in dates and typography are not sufficiently 
important to detract from an overall excel- 
lence.” Richard OC. Leonard. 

Science, July 15, 1949, p.75. % col. 

“Presents an unusually fine compendium of 
dentistry’s role [sic] in public health. The 
collaborators have presented good summaries 
on the topics assigned to them. These sum- 
maries, although they are brief, contain the 
fundamental information which the student or 
the practitioner needs to develop his thinking 
in terms of public health service.” 0. W. Brand- 
horst. 


Pincher, Chapman. Into the atomic 
age. 158p. 1948. Hutchinson, London, 9s. 
6d. net. 

Nature, May 7, 1949, p.704. % col. including 
another review. 

“As scientific correspondent to the Daily 
Express ... [the author] has learned that the 
majority of his readers are more interested in 
bits of information about scientists and their 
lives than about science itself and, in his book, 
he has carefully blended some straight report- 
ing on the theoretical, technical and military 
aspects of atomic energy with accounts of 
meetings he has had with leading atomic 
scientists in the course of his work. The lay 
reader is thus carefully led along the road 
where developments in atomic energy have been 
made by stages where stiff climbs on technical 
matters alternate with rests in which informa- 
tion about great men and their careers can be 
given. The whole book suggests that Mr. 
Pincher has not only studied his subject and 
the art of putting it over, but also the public 
whom he is trying to reach.” T. H. Hawkins. 


Pinto, Edward H. Wood adhesives. 
1738p. 1949. E. & F. N. Spon, London, 12s. 


6d. net. 

Wood, May 1949, p.146. % col. 

“A very valuable addition to the literature 
on glues and other adhesives used in connexion 
with wood joints ... Can be strongly recom- 
mended as a handy work of reference to all 
engaged in industries using timber in forms 
requiring glued joints and also to students of 
wood technology. Architects and architectural 
students would find it a very valuable aid to 
the preparation of specifications for both ex- 
terior and interior joinery and for decorative 
woodwork.” H. A. 

Pope, P. C., ed. Coal; production, dis- 
tribution, utilisation. 236p. 1949. Indus- 
trial Newspapers, Ltd., 49 Wellington St., 
London, W.C.2, 12s. 6d. net. 

Electrical times, May 19, 1949, p.684. % 
col. 

“Reviews the industry from the sinking of 
the shaft and the coal winning at the face to 
the ultimate use in furnace or retort. Bach 


134 


chapter . . . has been contributed by an expert 
in the subject, resulting in a high standard of 
interest being maintained throughout.” 

Engineer, June 3, 1949, p.615. 1% col. 

“Can be recommended to the non-technical 
reader desirous of gaining a more or less gen- 
eral knowledge of the coal industry. But it 
does not, by a long way, meet the requirements 
of the mining student or of others amongst 
those training for positions in the industry. 
For the acquirement of such knowledge as is 
obtainable from books they must go elsewhere 

. Apart from the sketchiness, inherent in a 
book of the sort before us, the subject matter, 
as far as it goes, is generally speaking treated 
with accuracy and clarity, as one would expect 
seeing that the majority of the contributors 
+ . . are acknowledged authorities on the sub- 
jects of which they write ... The ‘get up’ of 
the book is excellent and... Mr. Pope... is 
to be congratulated on the production at an 
opportune time of a readable volume on an 
important subject, as to which much ignorance 
exists on the part of the general public.” 

Industrial heating engineer, May 1949, p.106. 

col. 

“The first half of the book deals with the 
production and distribution of coal, and the 
chapters cover the composition and classifica- 
tion of coal, the coalfields of Great Britain, 
coal mining, preparation for the market, sea- 
borne distribution, rail transport, road distri- 
bution and depot work, storage, and the analysis 
of coal. The second part... deals briefly with 
the utilisation of coal and covers steam raising, 
carbonisation and gasification, chemical prod- 
ucts from coal, and the domestic utilisation of 
solid fuel, gas and electricity.” 

Steam engineer, May 1949, p.301. % col. 

“The book, which might be termed the guide 
book to the coal industry, is a successor to 
that published in 1931, although the present 
work has been completely rewritten by a team 
of experts on the different subjects covered. 
It has been produced jointly by The Coal In- 
dustry Society and The Institute of Fuel to 
present to students, members of the trade and 
business people generally, an accurate and up- 
to-date picture of the coal industry today in all 
its ramifications.” 


Pratt, W. T. Worked examples in elec- 
trical engineering. 2638p. Hutchinson, Lon- 


don, 25s. 

Electrician, May 20, 1949, p.1579. % col. 

“This book should be a boon to electrical 
students . . . The hope is expressed that the 
present book will meet the needs of students 
preparing for the Higher National Certificate in 
Electrical Engineering Practice and Part B of 
the I.E.E. Examination ... Divided into two 
sections, the first mainly concerned with the 
principles and design of a.c. machinery, with a 
chapter on d.c. machines; the second dealing 
with the generation and transmission of elec- 
trical energy.” 


Preston, J. M., ed. Fibre science. 341p. 
1949. Textile Inst., 15 St. Mary’s Parson- 
age, Manchester, England, $7.75. 

Chemical and engineering news, July 18, 1949, 
p.2099. % col. 

“Concerned principally with modern concepts 
of the constitution and structure of textile 
fibers and to a lesser extent with their chemical 
reactivity. Excellent discussions are presented 
on the carbohydrate, protein, and synthetic 
polymer fibers. Such important fiber topics as 
fine and macromolecular structure, swelling be- 
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havior, and molecular and optical properties 
are covered. A careful study of the various 
topics suggests many partially or totally un- 
explored areas. From this point of view, the 
book offers much to the research worker in 
textile science. On the other hand, its broad 
presentation and lists of references make it 
equally valuable to students and technologists.” 
Milton Harris. 

Journal of the Franklin Institute, July 1949, 
p.98. % p. ‘ 

“Combines the efforts of fourteen of the 
leading scientists in this industry, who have 
written on the subject about which each is the 
accepted authority . .. Should give textile en- 
gineers, chemists and scientists a thorough 
understanding of the modern trend in fiber 
science.” Frank R. Simpson. 

Rayon and synthetic textiles, June 1949, 
p.108. % col. 

“Involves the presentation and publication of 
a series of 18 lectures given during 1947 by 
outstanding scientists and technologists at the 
College of Technology of Manchester, England 
. . . The book presents these important lectures 
in chapter form and there are seventeen chap- 
ters, two lectures being incorporated into one 
chapter ... Has a great deal of information 
for the cellulose chemist, textile chemist and 
fiber technologist and constitutes an excellent 
source of information for all interested in new 
synthetic fibers . . . Definitely one of the best 
books that has come out of textile England 
since the war.” 

Pugh, B., & Court, J. M. A. Fuels and 
lubricating oils for internal-combustion 
engines. 169p. 1949. Pitman, New York, 


$3.50. 

Chemical and engineering news, 
1949, p.2443. % col. 

“In general, this reviewer believes that the 
good qualities of the book more than offset the 
few inaccurate statements it contains and that 
the beginner in this borderline field will profit 
by reading it.” Lloyd Withrow. 

Engineering, May 6, 1949, p.432. %4 col. 

“The text is good so far as it goes, but the 
book could do with more liberal illustrations, a 
bibliography, and a better index; though the 
shortcomings of the index . . may merely 
reflect a somewhat excessive condensation of 
the text.” 

Oil and gas journal, May 19, 1949, p.282. %& 
col. 
“A concise and readable book dealing in a 
comparatively elementary manner with the very 
wide subject of fuels and lubricating oils for 
internal-combustion engines . . . Should be use- 
ful to students of aeronautical, automobile, and 
oil engineering, and fuel technology, as well 
as for junior members and the staffs of oil 
companies and transport organizations.” 

Petroleum times, May 6, 1949, p.321. 1 col. 

“Bravely attempts in 169 pages, including 
appendix and index, to supply the needs of stu- 
dents and others for information about fuels 
and lubricating oils for internal combustion 
engines. As the authors . . . state in their 
preface, it is inevitable that many branches of 
the subject are left untouched, and this being 
so it may perhaps be questioned whether the 
best choice has been made of what to put in 
and what to leave out .. . The conclusion 
reached from a reading of the book is that the 
authors faced with a most difficult choice have 
undertaken both too much and too little. The 
book will nevertheless be of value to students 
in filling gaps in their knowledge and in en- 
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couraging them to seek further information.” 
A. T. Wilford. 


Rangappa, K. S., & Achaya, K. T. 
Chemistry and manufacture of Indian 
dairy products. 189p. 1948. Bangalore 


Press, Bangalore, India, $3. 
Journal of dairy science, May 1949, p.A59. 
col. 


“The authors have drawn heavily from the 
Indian workers in the field and the extensive 
references to the original papers enhance the 
value of the book. The printing also is satis- 
facotry [sic]. The authors deserve to be com- 
plimented for a clear and critical presentation 
of their material.” A. 7. Dudani. 


Rosebury, Theodor. Peace or pestilence; 
biological warfare and how to avoid it. 
218p. c1949. Whittlesey House, New York, 
$2.75. 

Scientific American, June 1949, p.56. 7 col. 
including an illustration. 

“On the whole I found this a less horrifying 
book than I had expected. Perhaps this is 
because the uncertainties of biological warfare 
- » « are seized upon as proof that the entire 
business is only a nightmare; perhaps it is that, 
having got used to Hiroshima, the mind can- 
not be expected to boggle at the thought of 
employing germs to ‘extend policy by other 
means. As a matter of fact, Dr. Rosebury 
argues that from the standpoint of the receiv- 
ing population biological warfare, or BW, is 
probably no worse than atomic bombs. Physicists, 
we are told, most dread the biologists’ handi- 
work, while biologists, presumably on more 
familiar terms with germs, regard the atomic 
bomb as the peak of human savagery. At any 
rate, it is with commendable restraint that 
Peace or Pestilence unfolds its account of un- 
limited evil begotten by tribal fear.’ James R. 
Newman. 

Scientific monthly, Sept. 1949, p.206. 5% col. 

Rosseland, Svein. Pulsation theory of 
variable stars. 152p. 1949. Oxford Univ. 
Press, London, 18s. net. (International 
series of monographs on physics.) 

Nature, May 7, 1949, p.703. 15% col. 

“Prof. Rosseland is to be congratulated on 
having produced an entrancing study of an 
entrancing subject, and on having opened far- 
stretching vistas in the mechanics and thermo- 
dynamics of oscillation theory. It may be 
added that the book is not confined to Cepheid 
variables, but treats also of long-period va- 
riables, cluster-type variables, variables of spe- 
cial types and nove.” EH. A. Milne. 


Saunders, Albert C. W. Photofact tele- 
vision course. 215p. 1949. Sams, Indian- 
apolis, $3. 

Electrical south, May 1949, p.73. % col. 

“Includes a thorough exposition of practical 
television receiver circuit principles, together 
with an extensive coverage of the actual tele- 
vision circuits applied to present day produc- 
tion line models of television receivers. Adding 
greatly to the value of the book as a basic 
service text are the several hundred illustra- 
tions which include basic circuit diagrams, 
graphic functional charts, illustrations of tele- 
vision parts, components and _ sub-assemblies 
used currently in television receivers.” 

Tele-tech, June 1949, p.60. '% col. 

“The whole problem of understanding tele- 
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vision receivers is covered, at least from the 
viewpoints of those engaged in installation, 
service, manufacturing and (to an unusual de- 
gree) engineering. While the material is pre- 
sented as a home study course in 18 sections, 
the method of handling is suitable for reference 
use. The text is concise and the material well 
selected. Explanations are simple and accurate 
and the illustrations are highly informative. 
All factors relating to television receivers and 
antennas are covered, starting with the cathode 
ray tube and working back to the description 
of the circuits that make it function.” 


Savage, William. Practical public health 
problems. Ed.2. 197p. 1949. Churchill, 
London, 14s. 

Journal of the Royal Sanitary Institute, May 
1949, p.268. % p. 

“The best tribute one can pay is that this 
book will really help medical officers and sani- 
tary inspectors in their daily work.” 


Schwartz, Anthony M., & Perry, J. W. 
Surface-active agents; their chemistry 
and technology. 579p. 1949. Interscience 
Publishers, New York, $10. 

Chemical and engineering news, May 23, 1949, 
p.1546. % col. 

“To date, there has been no good compre- 
hensive book covering this subject, but the 
present book quite satisfactorily fills this need 
. . . It is most difficult for this reviewer to 
find any fault with this book and thus most 
heartly [sic] recommends it.” William H. Stahl. 

Science, July 8, 1949, p.52. 1 col. 

“A book that has long been needed . . . This 
book should find a place in every chemistry 
library. It will be a stimulus to students to 
look through its pages and see how chemical 
and physical chemical properties can be applied 
. . . Also an invaluable reference book for those 
having anything to do with colloidal electrolytes 
and surface active agents. The authors have 
rendered a distinct service to chemistry and 
have added to the value of the mass of infor- 
mation with which they deal by supplying a 
detailed subject index in addition to a complete 
author index.” James W. McBain. 

Soap and sanitary chemicals, May 1949, p.90. 


% col. 

“Divided into three main sections. The first 
section . . . deals with the processes for synthe- 
sizing and manufacturing . . . The theoretical 
aspects of the chemistry and physics of sur- 
face phenomena are summarized in the second 
section . . . The third section . . . deals with 
the practical applications of surface active 
agents.” 


Sharpe, Norman. Refrigerating prin- 
ciples and practices. 3898p. 1949. McGraw, 
New York, $4. 

os and refrigeration, June 1949, p.70. % 
co. 


“Written for the purpose of assisting the 
student to integrate principles and practices of 
the refrigerating industry. Material is pre- 
sented in the order in which the engineer 
would make calculations for a typical installa- 
tion. This order is offered as a suitable one for 
instructional purposes . . . Numerous diagrams 


are used to illustrate examples and procedures.” 
Refrigerating engineering, June 1949, p.567. 


col. 

“Material is presented ... in the order in 
which the engineer would make calculations for 
a typical refrigeration installation . . . Written 
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specifically for the student and the material is 
presented in the order he would need it in 
actual practice . . . Unfortunately words used 
throughout the text do not accurately convey 
the intended meaning. This practice is open 
to criticism since most college students are in- 
herently poor readers. The definitions of en- 
gineering units and terms given are too often 
the approximate ones rather than the more 
exact ones taught in an elementary course in 
thermodynamics.” 


Shute, D. H. Cemented-carbide tools. 
Ed.2, rewritten. 82p. 1949. Machinery, 


Brighton, England, 3s. 6d. 

Machinery (New York), June 1949, p.256. \% 
col. 

“The manufacture, design, and application of 
cemented-carbide tools are discussed . .. The 
text . . . has been completely rewritten to in- 
corporate the latest information.” 


Sicher, Harry. Oral anatomy. 529p. 


1949. Mosby, St. Louis, $15. 

Pennsylvania medical journal, May 1949, 
p.899. % col. 

“A text which has long been needed by those 
interested in the head and neck. Much of the 
material can be found in texts on general 
anatomy, but not in a readily available form 
such as here. It, therefore, serves as a supple- 
ment to books on human anatomy rather than 
a replacement ... Can be recommended to the 
students and graduates in the fields of dentistry, 
oral surgery, maxillofacial surgery, otolaryngol- 
ogy, and any others interested in the anatomy 
of this region.” 


Simonds, Herbert R., and others. Hand- 
book of plastics. Ed.2. 1511p. 1949. Van 


Nostrand, New York, $25. 

Chemical and engineering news, May 16, 1949, 
p.1470. % col. 

“The second edition . . . is about 50% larger 
than the first ... All sections . . . have been 
enlarged and brought more up to date... 
Encyclopedic in its coverage of the plastics 
industry and, for its size, well balanced in 
details presented . . . Recommended for sales- 
men, executives, technical service personnel, 
students, and younger chemists and engineers 
establishing themselves in the industry ... 
Will serve excellently those who require a sur- 
vey of the plastics industry, the materials 
available, the properties and applications of 
plastics materials, and the techniques of fabri- 
cating.” Thomas Boyd. 

Simpson, H. A. Industrial accountancy. 
Ed.2, revised. 205p. 1949. Pitman, London, 
25s. net. 

Engineer, April 8, 1949, p.388. % col. 

“In a small compass a very wide field is 
covered, and the whole subject is handled in a 
concise manner calculated to interest the stu- 
dent, [sic] The qualified accountant will find 
much that is suggestive and the production 
engineer will soon decide that a careful perusal 
of its pages is well worth while . .. Full of 
interest for the production engineer.” 


Singer, Charles Joseph. The earliest 
chemical industry; an essay in the his- 
torical relation of economics and tech- 
nology. 8337p. 1949. Folio Soc., Ltd., 1-5 
Poland St., London, W.1, £10 10s. 


Chemical age, May 7, 1949, p.699. 1 col. 
“This richly decorated and scholarly study 
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of what was probably the first pure chemical 
material is intended to serve inter alia as a 
commemoration of the completion by Peter 
Spence & Sons in 1946 of its centenary and as 
a lasting memorial to Peter Spence whose 
pioneer work in the production and treatment of 
alum for industry was among the decisive forces 
helping to form the great industrial structure 
of the country since Victorian times ... The 
frequent presentation . .. of richly coloured 
plates of the art of the periods endows the 
volume with all the qualities of a collector’s 
piece for artists and historians, as well as the 
chemists, dyers and others, whose predecessors’ 
story is here brought to life.” 


Smith, Robert E. Machining of metal. 
Revised edition. 224p. 1949. McKnight, 
Bloomington, IIl., $3.50. 

a machinist, May 19, 1949, p.188. % 
col. 

“Designed to give the student a broad, gen- 
eral knowledge of the operation of all the 
usual machines employed in metalworking ... 
Profusely illustrated, each section discusses the 
various types of machines available in that 
particular category, explains their principles 
of operation, and gives a step-by-step program 
for performing the full range of operations of 
which the machine is capable. Vocational 
schools, in particular, will find this book of 
interest, as will home workshop enthusiasts, 
but it is not intended for production workers.” 

Machinery (New York), June 1949, p.256. % 
col. 

“Information regarding the machining of 
metal on modern machines is presented in this 
book, which contains definite step-by-step in- 
structions for the correct and safe operation 
of each machine, including tool grinders, drill- 
ing machines, lathes, shapers, milling machines, 
power hacksaws, metal-cutting band saws, and 
surface grinding machines. The instructions 
are made clear by the use of many illustra- 
tions.” 

Soffer, Louis J. Diseases of the adre- 
nals. Ed.2, revised. 3829p. 1948. Lea, Phila- 
delphia, $6.50. 

cosmetic industry, May 1949, p.628. 
col. 

“Dr. Soffer has brought together all the 
recent knowledge concerning the adrenals which 
should be available to clinicians and to students 
of endocrinology.” 


Staley, Howard R. Semi-fireproof con- 
struction. 320p. 1948. Van Nostrand, New 


York, $6. 

Concrete and constructional engineering, May 
1949, p.158. % col. 

“Describes the essentials in the construction 
of semi-fireproof structures from the time a 
contractor takes possession of a site to the 
completion of the building. Concrete construc- 
tion is dealt with mainly in the chapter on 
foundations, and elsewhere concrete floors with 
different finishes and reinforced concrete stairs 
are considered. There are more than a hundred 


illustrations.” 

Stern, Catherine. Children discover 
arithmetic; an introduction to structural 
arithmetic. 295p. 1949. Harper, New York, 
$4.50. 

Scientific American, June 1949, p.59. % col. 

“A highly gifted, imaginative educator with 
a sound training in both mathematics and 
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psychology presents a fresh approach to the 
pedagogy of arithmetic, based upon years of 
actual experience.” 

Stubbings, George W. Dimensions in 
engineering theory. 107p. 1948. Lockwood, 
London, 7s. 6d. net. 

Engineer, May 13, 1949, p.532. % col. 

“This book, which is devoted entirely to the 
subject of dimensions and their application to 
engineering theory, should appeal to students 
and others who feel the need for an orderly 
treatment of the subject, without wishing to 
resort to advanced books on mathematics.” 


Suffern, Maurice Grayle. Basic elec- 
trical principles. 430p. 1949. McGraw, 
New York, $3.20. 

School science and mathematics, June 1949, 
p.512, p. 

“Designed for training students in the ele- 
ments of electricity on a vocational education 
level. Only the simplest sort of mathematics is 
required yet, when the student gets through 
the course, he has learned to handle all the 
equations of arithmetic and algebra required. 
This is done by use of a great number of ex- 
cellent diagrams ... The book is thorough and 
the material is well presented to the class of 
students for which it was written.” G. W. W. 


Sunde, Erling D. Earth conduction ef- 
fects in transmission systems. 373p. 1949. 
Van Nostrand, New York, $6. 

Bell system technical journal, April 1949, 
p.331. % p. 

“Mr. Sunde deals comprehensively with the 
theory underlying various earth conduction 
effects and with its engineering applications, 
and brings together in unified manner many 
topics that hitherto have received only separate 
discussion in the literature. The author’s pur- 
pose throughout has been to tie his discussion 
to practical considerations and problems . . 
A carefully compiled bibliography is included.” 


Sutton, Richard L., & Sutton, R. L., jr. 
Handbook of diseases of the skin. 749p. 


1949. Mosby, St. Louis, $12.50. 

Pennsylvania medical journal, May 1949, 
p.899. 10 1. 

“Apparently Dr. Sutton, Jr., has put into 
the present volume almost as much useful in- 
formation as is in his father’s and his massive 
classical dermatology. There are almost as 
many good illustrations and subjects. Certainly 
for the less than specialist the simpler style, 
easier reading, and more modern point of view 
are a distinct advantage ... To be recom- 
mended for anyone seeking an authoritative and 
complete dermatologic handbook.” 

Synge, John L., & Griffith, B. A. Prin- 
ciples of mechanics. Ed.2, revised. 530p. 
1949. McGraw, New York, $5. 

Journal of the Franklin Institute, July 1949, 
p.98. % p. 

“In this second edition of a book intended 
for advanced undergraduate students, the auth- 
ors, both professors of mathematics, present 
the principles of mechanics as an orderly, self- 
contained subject, to be studied and learned 
as a deductive science . .. The main theme 
. . « is the subject of equilibrium, both static 


and dynamic.” 8. Charp. 
Thomas, E. W. Caryl. Introduction to 


public health. 2638p. 1949. John Wright, 
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Bristol, England, 15s. 

Journal of the Royal Sanitary Institute, May 
1949, p.270. % p. 

“The widening conception of public health 
and the new legislation which gives expression 
to this has not made it easy for the student to 
obtain a balanced and comprehensive view of 
the fundamentals of the subject. This small 
book, which the author tells us is largely an 
amplification of notes on lectures on hygiene 
and public health, sets out to provide this 
background and to explain to the student the 
history of the public health service, together 
with a limited treatment of the subject ... Of 
au handy size, the print is good and students 
will find the volume useful as an introduction 
to this important branch of medicine.” 


Thorndike, Robert L. Personnel selec- 
tion; test and measurement techniques. 


8358p. 1949. Wiley, New York, $4. 
 anenie and power, May 1949, p.124. % 


“An outstanding feature ... is two chapters 
offering practical advice on administering a 
testing program . . . Industrial executives, con- 
cerned with placing the best man on each job, 
are certain to benefit from the information con- 
tained in this book.” 

Machinery (New York), June 1949, p.256. % 


“The material presented in the present vol- 
ume on test and measurement techniques for 
selecting personnel is the outgrowth of the 
author’s experience in the Army Air Force 
during the second World War, when he worked 
on the co-ordination of research on air-crew 
selection. For the last three years, this mate- 
rial has been used as the base of a course on 
the theory of measurement in personnel selec- 
tion.” 


Timbie, William H., & Willson, F. G. 
Industrial electricity. v.2: Alternating 


current. 781p. Wiley, New York, $5.96. 

Electrical south, May 1949, p.72. % col. 

“The purpose the authors of this book had 
in mind throughout its writing was to give 
the reader a thorough knowledge of the funda- 
mentals of alternating current in practice and 
theory . .. Arranged that it is equally suited 
to technical school and institutes, engineering 
schools, and individuals who wish to learn by 
themselves the fundamentals of alternating- 
current in industrial electricity.” 

and power, May 1949, p.124. 
col. 

“Covers modern alternating current theory 
and practice and gives the reader a thorough 
knowledge of the fundamentals of alternating 
current in a ‘what happens’ and ‘why it hap- 
pens’ approach. All problems are worked out 
with common arithmetic, simple algebra, and 
rudimentary principles of triginometry [sic]— 
which are explained in the appendix. This 
simplified system is used to permit the stu- 
dent to place more time on the original study of 
electricity.” 

Trewman, H. F., ed. Electronics in the 
factory. 188p. Pitman, London, 20s. 

Electrician, May 20, 1949, p.1579. % col. 

“Not a textbook as one might justifiably 
have anticipated from the principal of an in- 
stitute specialising in electronic tuition courses, 
but an eminently readable survey of the latest 
applications of electronic devices to industry 
and medicine, which have so greatly extended 
their field in the past decade. Timing, count- 
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ing, measurement, process control, inspection, 
and clinical appliances are amongst the many 
devices described and illustrated in this book 
to afford an overall picture to executive en- 
gineers, production managers and others, of 
the wide range and scope of electronic aids now 
available for increased production efficiency.” 


Walker, James Blaine. Epic of Ameri- 
can industry. 5138p. 1949. Harper, New 
York, $5. 

Compressed air magazine, June 1949, p.161. 
% col. 

“The story of the growth of America’s in- 
dustrial wealth ... Traces industry’s rise from 
the time of the Jamestown Colony to the pro- 
duction achievements of World War II.” 

Walshaw, T. D. Diesel engine design. 
448p. 1949. Newnes, London, 35s. net. 

Gas and oil power, April 1949, p.105. 1 col. 

“It is most unfortunate that this work should 
have been allowed to appear with the title it 
bears, for there will inevitably be confusion 
with Purday’s well-established classic of the 
same title . . . This choice of title is doubly 
unfortunate in that the book does not cut 
across Purday’s; actually the two in conjunc- 
tion provide a remarkably complete coverage, 
and the matter in Walshaw’s new book is of a 
high standard that does not suffer when ranged 
alongside the earlier book. British Diesel En- 
gine Design would have been a more correct 
title, because no reference is made to European 
engines or practice, and if the small references 
to American types were cut out the book would 
not suffer at all . . . Well written, well ar- 
ranged and well illustrated.” B. R. 

Oil engine and gas turbine, April 1949, p.415. 


col. 

“The title is strictly apt; it means just what 
it says—being intended for designers and senior 
draughtsmen in engineering drawing offices, like- 
wise for advanced students ... The layout... 
enables the reader to find information where 
it might be anticipated . . . and the index is 
pleasingly full . . . It is good value for money 
and wholly modern.” 

Walton, Harold Frederic. Inorganic 
preparations. 183p. 1948. Prentice-Hall, 
New York, $3. 

Journal of chemical education, 
p.341. % col. 

“The author states that this manual grew 
out of a lecture and laboratory course in de- 
scriptive inorganic chemistry primarily for 
senior and junior undergraduates ... The text 
is avowedly educational rather than strictly 
practical . . . Appears well suited for the pur- 
pose stated by the author and is not intended 
for a reference book . . . Should be very useful 
. .. for elementary inorganic synthesis courses.” 
Harold Simmons Booth 


Weil, Benjamin H., & Lane, J. C. Tech- 
nology of the Fischer-Tropsch process. 
248p. 1949. Constable, London, 22s. 6d. 


net. 
Colliery guardian, May 12, 1949, p.646. % 
col 


June 1949, 


“Not only summarises present knowledge of 
the process but also contains extensive bibliogra- 
phies and lists of patents from which more 
detailed information may be gathered ...A 
commendable volume and will help many to a 
fuller understanding of the synthesis process.” 


Weiser, Harry Boyer. Colloid chem- 
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istry. Ed.2. 444p. 1949. Wiley, New York, 
$5.50. 

Chemical and engineering news, July 4, 1949, 
p.1957. % col. 

“The author states that this book has been 
written primarily to acquaint the student with 
the foundation of colloid chemistry, to formulate 
the theories underlying colloidal behavior, and 
to illustrate its diversified applications . . 
Should also serve to give the student a solid 
foundation to understand the progress modern 
colloid chemistry has and still is making. Any- 
one willing to accept the latter as the main 
purpose of the book will find great satisfaction 
in reading it.” Ernst A. Hauser. 

Journal of the Franklin Institute, Aug. 1949, 
p.182. 

“Not meant to be an introductory approach 
to the field, but rather an exhaustive survey of 
classical and modern research in colloid chem- 
istry, suitable for graduate students or for 
research workers Should serve equally 
well as a reference book and a text book, but 
in either case any person interested in this 
branch of chemistry will find in this book a 
wonderful source of established work as well 
as the latest advances in colloid science.” Don- 
ald H. Russell. 


Weissberger, Arnold, ed. Technique “a 
organic chemistry. v.2: Catalytic, photo- 
chemical and electrolytic reactions. 219p. 
1948. Interscience Publishers, New York, 
$5. 


Chemical engineering, May 1949, p.340, 342. 
col. 

“Comprises the following three chapters: 
‘Catalytic Reactions’ by V. I. Komarewsky and 
C. H. Riez [sic] . . . ‘Photochemical Reactions’ 
by W. A. Noyes, Jr., and V. Boekelheide ... and 
‘Electrolytic Reactions’ by Sherlock Swann, 
Jr. . . Readers will especially welcome Dr. 
Swann’s chapter ... as it is not only a stream- 
lined presentation and review but provides 
many excellent references of the original litera- 
ture ... Can be warmly recommended for the 
practicing chemist be he either in industry or 
in the academic field.” Frederick OC. Nachod. 

Journal of chemical education, June 1949, 
p.340. % col. 

“The subject matter embraces the general 
theory, apparatus and technique, reactions of 
the cathode—reduction, coupling; reactions at 
the anode—electrolysis of salts of carboxylic 
acids, oxidation; reactions with electrolytic 
halogen and this cyanogen. Owing to the 
limited space granted to the authors, it is not 
to be expected that the treatment of the sub- 
jects would be exhaustive. Nevertheless, active 
workers in these fields will find this work to be 
a valuable reference book.” George Holmes 
Richter. 


Whitmore, G. D. Advanced surveying 
and mapping. 619p. 1949. International 
Textbook, Scranton, Pa., $5. 

Mining ‘engineering, June 1949, 
p.40. % col. 

“Provides instruction material for a college 
course covering such subjects as geodetic sur- 
veying and mapping, precise surveying in city 
work, and aerial photogrammetry. Complete 
detailed descriptions are given for methods of 
making field measurements and observations and 
procedures for performing calculations. A 
working knowledge of elementary algebra and 
plane trigonometry is assumed. A brief treat- 
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ment of the practical application of the theory 
of least squares is appended.” 

Williams, G. W. Monier-. See Monier- 
Williams, G. W. 

Wingate, Isabel B. Textile fabrics and 
their selection. Ed.3. 640p. 1949. Prentice- 
Hall, New York, $6. 

pee of retailing, Summer 1949, p.94. % 


“Furnishes merchandise information on tex- 
tile fabrics in all phases that are of importance 
or interest to the retailer and his customer. 
An easy style of writing makes for ready as- 
similation of the technical matter involved, 
and the inclusion of numerous new photographic 
illustrations greatly assists the presentation 

. The book has real worth as a reference 
volume for the store, a text for the student 
of retailing, or a guide to the consumer .. . 
It is a part of the Retailing Series and is a 
recognized college text for students of home 
economics and of retailing.” S. A. Sokoloff. 

Winning, J. Alloy steels. 72p. 1948. 
Emmott, Manchester, England, 2s. 6d. 
net. (Mechanical world monograph, no. 
49.) 

Mechanical world, April 15, 1949, p.406. % 
col. 

“The author gives a condensed explanation 
of the underlying principles upon which the 
engineering applications of alloys are based. 
Considering that the field is so wide he has 
done well and has provided a text of direct 
usefulness to the engineer wishing to employ 
alloy steels in his work.” 

Winslow, C.-E. A., & Herrington, L. P. 
Temperature and human life. 272p. 1949. 
Princeton Univ. Press, Princeton, N. J., 
$3.50. 

Domestic engineering, June 1949, p.230. 11 1. 

“How heat and humidity affect human life 
and what artificial controls are most effective 
are questions this book attempts to analyze and 
answer in an exploration of the entire field of 
the relation of the human body to its thermal 
environment. Of interest to architects, heat- 
ing and air conditioning engineers, clothing 
designers, and medical men, the book discusses 
the natural heat of the body, and how it is 
affected by climates, clothing, and air condi- 
tioning. Health and comfort for the human 
body is the prime consideration of the writ- 
ers.” 

Heating and ventilating, June 1949, p.105. 


% col. 

“While ... [this book] covers a great deal 
regarding physiology, it is also a technical book 
in that it describes the experiments on human 
subjects that were conducted at the John B. 
Pierce Laboratory where the authors con- 
ducted their research. Numerous charts and 
equations are presented.” 

— engineering, June 1949, p.567. 


“Not strictly an engineering book but . . . 
contains valuable information for the air con- 
ditioning engineer. How heat and humidity 
affect human beings and what artificial controls 
are most effective are questions this book 
attempts to answer. Drs. Winslow and Her- 
rington . . . here explore the entire field of the 
relation of the human body to its thermal en- 
vironment. Obviously such a book is of par- 
ticular importance to architects, heating and 
ventilating engineers, and air conditioning en- 
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gineers . . . Though this book is no populariza- 
tion, the discussion may be easily followed by 
anyone with a background of elementary sci- 
ence.” 

Science, July 8, 1949, p.52. 5% col. 

“This small, well-put-together volume consti- 
tutes an excellent handbook for the air con- 
ditioning engineer, covering as it does man’s 
immediate thermal adjustment to his environ- 
ment. As a monographic presentation of the 
authors’ fifteen years of work in this field, it is 
a contribution of value to those engaged in the 
problems of air conditioning and the physics 
of body heat loss. By no means, however, does 
it live up to the broad connotations of its 
title.” Clarence A. Mills. 

Wisan, J. M. See Pelton, Walter J., 


& Wisan, J. M., ed. 

Woodroffe, David. Fundamentals of 
leather science. Ed.2, revised. 178p. 1949. 
A. Harvey, Croydon, Surrey, England, 
15s. net. 

Journal of the Society of Leather Trades’ 
Chemists, May 1949, p.193. % p. 

“The opinion expressed in the review of the 
first edition . . that, ‘It is clearly written 
and gives an interesting connected story of 
what happens in making leather. At the same 
time, much information is packed into a short 
space,’ holds equally for the second . . . edition. 
In the intervening years, however, certain views 
have changed, and the opportunity has been 
taken of including such latest views ... To 
the technologist and tanner a perusal of its 
pages should whet the appetite for more de- 
tailed study—while the student for such ex- 
aminations as the City and Guilds of London 
Institute will find it invaluable, without the 
disadvantage of being ‘heavy going’.” 

Woodroffe, David, ed. Standard hand- 
book of industrial leathers. 316p. 1949. 
National Trade Press, London, 25s. 

Journal of the Society of Leather Trades’ 
Chemists, May 1949, p.194. % p. 

“This is something of a new departure in 
leather literature inasmuch as it deals more 
with the industrial applications, care and main- 
tenance of leather than with its actual pro- 
duction. Nevertheless, the latter aspect has 
not been entirely neglected . . . Covers many 
aspects of leather technology which have not 
before received quite such full treatment, and 
should be an extremely useful work for all 
interested in the use of leather and leather 
articles in industry.” 

Wright, Albert Hazen, & Wright, A. A. 
Handbook of frogs and toads. Ed.3. 640p. 
1949. Comstock Pub. Co., Ithaca, N. Y., 
$6.50. 

Nature magazine, April 1949, p.197. % col. 

“Established as the standard work on the 
frogs and toads of North America. As such it 
should, of course, be in every properly stocked 
public library and in the personal libraries of 
anyone interested in this field of natural his- 
tory. This volume lays the basis for study and 
understanding of frogs and toads, provides keys 
to their identification, and concludes with the 
individual descriptions and a voluminous bibli- 
ography ... An invaluable book.” 


Wright, J. Handly, & Christian, B. H. 
Public relations in management. 229p. 
1949. McGraw, New York, $3.25. 
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one of retailing, Summer 1949, p.91. % 


“Shows how to set up and maintain a sound 
public-relations program that embraces em- 
ployees, customers, suppliers, competitors, and 
general public groups such as ministers and 
teachers . . . Includes actual cases illustrating 
how business, government, labor, and social or- 
ganizations carry on ‘public relations.’ This 
good-will builder is shown in action: the de- 
velopment of specific programs are traced from 
the planning stages through to their actual 
operation.” 7. Dart Ellsworth. 

Management review, April 1949, p.224. 1 col. 

“J. Handly Wright and Byron H. Christian 
have written a lucid, practical introduction to 
public relations. Their book is not a short-cut 
to the practice of a difficult craft and is ob- 
viously not intended to transform operating 
executives into seasoned practitioners in its 
18 easy chapters. But it does light the road 
to a workable understanding of over-all public 
relations: What it is, how it works, why it is 
good and—most important—how it embraces 
management and business policy in its functions 

. Even the veteran practitioner—who shies 
away from general books on public relations 
because he’s left his abe’s far behind—will find 
this worth his time. Its over-all approach 
serves as a refresher course, and he can study 
with profit the case histories and the pithy 
quotations from leaders in the public relations 
field.” Milton Fairman. 

Yagoda, Herman. Radioactive measure- 
ments with nuclear emulsions. 356p. 1949. 
Wiley, New York, $5. 

Analytical chemistry, May 1949, p.646. % 
col. 

“Unique in that it brings together in one 
comprehensive treatment a thorough description 
of the theory and use of the photographic emul- 
sion as an analytical tool in the study of prob- 
lems involving radioactive emanations, together 
with the description of detailed techniques for 
the use of this tool in problems of chemistry, 
biology, crystallography, mineralogy, and metal- 
lurgy.” Julian H. Webb. 

Journal of the Franklin Institute, Aug. 1949, 
p.181. % p. 

“A careful recording of the research (pub- 
lished and otherwise) to date, dealing with the 
detection and study of radioactive emanations 
as brought into visual evidence by the photo- 
graphic film or emulsion.” Albert L. Myerson. 
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Yerkow, Charles. Fundamentals of 
soft soldering. 96p. 1949. Manual Arts 
Press, Peoria, IIl., $2.25. 

‘American aviation, June 1, 1949, p.58. % 


col. 

“A pocket-sized, hard-cover book analyzing 
basic requirements of the job of soldering and 
then telling how these requirements can be met 

- . Through the use of photographs and 
sketches, the author arranges his material so 
that a beginner can follow the operations with- 
out the aid of an instructor. Included... 
are hints on soldering with an iron or flame 
burner, soldering of various types of metals and 
suggestions for mass-production methods.” 


Young, Clarence R., & Morrison, C. F. 
Elementary structural problems in steel 
and timber. Ed.3. 329p. 1949. Wiley, New 
York, $4.50. 

Steel, March 7, 1949, p.132. 8 1. 

“Provides practical, detailed solutions to 
problems involving design of beams, girders, 
trusses and other timber and steel structures. 
The authors, engineering professors at the Uni- 
versity of Toronto, have also been consulting 
engineers for many years.” 

Young, Helen, & Lee, Eleanor. Essen- 
tials of nursing. Ed.2. 556p. 1948. Put- 


nam, New York, $3.75. 

Journal of the American Dietetic Association, 
May 1949, p.434. % col. 

“‘Greater emphasis is given to the impor- 
tance of understanding the patient as an in- 
dividual temporarily divorced from his status 
in the community’ . . . Presents, in addition to 
its up-to-date information and techniques in 
all nursing arts, an intelligent and uncompli- 
eated discussion of nutritional needs.” Virginia 


Monahan Bayles. 
Young, John Orr. Adventures in ad- 


vertising. 207p. 1949. Harper, New York, 


Printers’ ink, May 6, 1949, p.94. % col. 

“Appeared in PrRinTeRS’ INK last year... It 
seems to have a little material that wasn’t in 
P. I. Maybe it a little more frank and specific 
in its discussion of rate-cutting and commission- 
rebating. And it benefits by having a complete 
index; and the more-than-500 name entries give 
you some idea how much matter there is in 
this human, revealing and sane volume.” 
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